SERVICE MANUAL 


Screen dimensions 
Preset Image Size 


4:3 Diagonal 17.32 inches (440 mm) 
Horizontal 13.86 inches (352 mm) 
Vertical 10.39 inches (264 mm) 
Diagonal 17.97 inches (456.4 mm) 
Horizontal 14.37 inches (365 mm) 
Vertical 10.79 inches (274 mm) 
Aperture Grille Pitch 0.24 - 0.25 mm 

Deflection angle 90° 

Faceplate coating AR Coating 


Viewable Image Size (VIS) 


Resolution 

Horizontal scan range 

Vertical scan range 

Optimal preset resolution 
Highest preset resolution 
Highest addressable resolution* 


30 kHz to 107 kHz (automatic) 
48 Hz to 170 Hz (automatic) 
1024 x 768 at 85 Hz 

1600 x 1200 at 85 Hz 

1920 x 1200 at 75 Hz 


* Addressable means the monitor will sync up to this mode. However, Dell 
does not guarantee the image will be sized and centered correctly. 


Dell guarantees image size and centering for all preset modes listed in the 
following table. 


Electrical 
Video input signals 
Synchronization input signals 


Analog, 0.7 Vpp, positive at 75 ohm 
Separate horizontal and vertical; and 
composite TTL level, positive or 
negative Sync on Green at 0.3 Vp-p 


P992 


US Model 


Canadian Model 


Chassis No. SCC-L42A-A 


AEP Model 


Chassis No. SCC-L42E-A 


N. Hemisphere Model 
S. Hemisphere Model 


Equator Model 
Japan Model 


Chinese Model 


SPECIFICATIONS 


AC input voltage / frequency / 
current 


Inrush current at 120 V 
Inrush current at 240 V 


Physical Characteristics 
Connector type 
Signal cable type 
Dimensions: 

Height 

Width 

Depth 
Weight (monitor only) 
Weight (with packaging) 


Environmental 
Temperature: 
Operating 
Nonoperating 
Humidity: 
Operating 
Nonoperating 
Altitude: 
Operating 
Nonoperating 
Thermal dissipation 


Chassis No. SCC-L42B-A 


CRV CHASSIS 


100 to 240 VAC / 50 or 60 Hz + 3 Hz/ 
2.0 A (RMS) at 120 VAC and 


1.0 A (RMS) at 220 VAC 
50 А 
80 А 


15-pin D-subminiature 
Attached to monitor 


471 mm (18.54 inches) 
451 mm (17.76 inches) 
461 mm (18.15 inches) 
25.5 kg (56.1 Ib) 
30.0 kg (66.0 Ib) 


32° to 104°F (0° to 40°C) 
-4° to 140°F (-20° to 60°C) 


10% to 80% (noncondensing) 
5% to 90% (noncondensing) 


3,048 m (10,000 ft) 

10,675 m (35,000 ft) 

461 BTU/hour (maximum) 
427 BTU/hour (typical) 


P992 COLOR MONITOR 


реш 
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SAFETY CHECK-OUT 


Нег correcting the original service problem, perform the following safety 

hecks before releasing the set to the customer: 

. Check the area of your repair for unsoldered or poorly-soldered 
connections. Check the entire board surface for solder splashes and 
bridges. 

. Check the interboard wiring to ensure that no wires are “pinched” or 
contact high-wattage resistors. 

. Check that all control knobs, shields, covers, ground straps, and 
mounting hardware have been replaced. Be absolutely certain that you 
have replaced all the insulators. 

. Look for unauthorized replacement parts, particularly transistors, that 
were installed during a previous repair. Point them out to the customer 
and recommend their replacement. 

. Look for parts which, though functioning, show obvious signs of 
deterioration. Point them out to the customer and recommend their 
replacement. 

. Check the line cords for cracks and abrasion. Recommend the 
replacement of any such line cord to the customer. 

. Check the B+ and HV to see if they are specified values. Make sure your 
instruments are accurate; be suspicious of your HV meter if sets always 
have low HV. 

. Check the antenna terminals, metal trim, “metallized” knobs, screws, and 
all other exposed metal parts for AC Leakage. Check leakage as 
described below. 
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LEAKAGE TEST 

The AC leakage from any exposed metal part to earth ground and from all 

exposed metal parts to any exposed metal part having a return to chassis, 

must not exceed 0.5 mA (500 microamperes). 

Leakage current can be measured by any one of three methods. 

1. A commercial leakage tester, such as the Simpson 229 or RCA WT- 
540A. Follow the manufacturers’ instructions to use these instruments. 

2. A battery-operated AC milliammeter. The Data Precision 245 digital 
multimeter is suitable for this job. 

3. Measuring the voltage drop across a resistor by means of a VOM or 
battery-operated AC voltmeter. The “limit” indication is 0.75 V, so 
analog meters must have an accurate low-voltage scale. The Simpson 250 
and Sanwa SH-63Trd are examples of a passive VOMs that are suitable. 
Nearly all battery operated digital multimeters that have а 2 V AC range 
are suitable. (See Fig. A) 


To Exposed Metal 
Parts on Set 


AC 
0.15 uF Voltmeter 


й 


— Earth Ground 


Fig. A. Using an AC voltmeter to check AC leakage. 
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WARNING!! 
TURN ON THE POWER IN A CONDITION IN WHICH THE 
SS COIL HAS BEEN REMOVED. 


SAFETY-RELATED COMPONENT WARNING!! 
NENTS IDENTIFIED BY SHADING AND MARK ^ ON THE 
MATIC DIAGRAMS, EXPLODED VIEWS AND IN THE 
LIST ARE CRITICAL FOR SAFE OPERATION. REPLACE 

COMPONENTS WITH SONY PARTS WHOSE PART 
=RS APPEAR AS SHOWN IN THIS MANUAL OR IN 
EMENTS PUBLISHED BY SONY. CIRCUIT ADJUST- 
’ THAT ARE CRITICAL FOR SAFE OPERATION ARE 
FIED IN THIS MANUAL. FOLLOW THESE PROCEDURES 
МЕА CRITICAL COMPONENTS ARE REPLACED OR IM- 
R OPERATION IS SUSPECTED. 


AVERTISSEMENT!! 
AAIS METTRE SOUS TENSION QUAND LA BOBINE DE 
INETISATION EST ENLEVÉE. 


ITION AUX COMPOSANTS RELATIFS À LA SÉCURITÉ!! 
OMPOSANTS IDENTIFIÉS PAR UNE TRAME ET UNE 
JE ^ SONT CRITIQUES POUR LA SÉCURITÉ. NE LES 
ACER QUE PAR UNE PIECE PORTANT LE NUMÉRO 
IÉ. LES RÉGLAGES DE CIRCUIT DONT L'IMPORTANCE EST 
UE POUR LA SÉCURITÉ DU FONCTIONNEMENT SONT 
FIÉS DANS LE PRÉSENT MANUEL. SUIVRE CES 
‘DURES LORS DE CHAQUE REMPLACEMENT DE 
)SANTS CRITIQUES, OU LORSQU'UN MAUVAIS 
ONNEMENT EST SUSPECTÉ. 


Downloaded from www.Manualslib.com manuals search engine 


P992 (E) 


3 


WER SAVING FUNCTION 


ve VESA's DPMS compliance display card or software installed in 
the monitor can automatically reduce its power consumption when 
›. The monitor will automatically "wake up" if the keyboard, mouse 
input devices are detected. The following table shows the power 
tion and signaling of this automatic power saving feature: 


anagement Definition 


Mode Video H-sync V-sync Power Used LED color 


maximum 
135 W 
typical 
125 W 
minimum 
80 W 
OFF Blanked No No <3 W Amber 
* N/A N/A N/A OW OFF 


Active Yes Yes Green 


nitor is ENERGY STAR®-compliant and TCO'99 power 
ent compatible. 


ower consumption in OFF mode can only be achieved by 
iecting the power cable from the monitor. 
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\GNOSIS 


Failre 


Power LED 


ure 
ntal / Vertical Deflection 
, Thermal protector 
rotector 


lure 


/ Self Test 


scan range 


Amber — Off 
(0.5 sec) (0.5 sec) 


Amber - Off 
(1.5 sec) (0.5 sec) 


Amber — Off 
(0.5 sec) (1.5 sec) 


Amber — Off > Amber ә ОН 
(0.25 sec) (0.25 sec) (0.25 sec) (1.25 sec) 


Amber — Off > Green — Off 
(0.5 sec) (0.5 sec) (0.5 sec) (0.5 sec) 


Green (OSD indication) 


lode (Video Aging) : During Power Save, press MENU button for longer than 2 second. 


: (OSD Color Bar) : During Power Save, press BRT/+ button for longer than 2 second. 


ty Check Mode 


: During Power Save, press СОМТ/- button for longer than 2 second. 
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SPECIFICATION 


DUCTION MODE 1 MODE 2 MODE 3 
640 X 480 1280 X 1024 1600 X 1200 
25.175 MHz 135.000 MHz 229.500 MHz 
L— 
31.469 kHz 79.976 kHz 106.250 kHz 
usec usec usec 
31.778 12.504 9.412 
6.356 3.022 2.440 
0.636 0.119 0.279 
3.813 1.067 0.837 
1.907 1.837 1.325 
25.422 9.481 6.972 
59.940 Hz 75.025 Hz 85.000 Hz 
lines lines lines 
525 1066 1250 
45 42 50 
10 1 1 
2 3 3 
33 38 46 
480 1024 1200 
NO NO NO 
ARITY YES N/N YES P/P YES P/P 
ARITY NO NO NO 
NON INT NON INT NON INT 
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SECTION 1 
DISASSEMBLY 


Жа screwdriver 
unlock the claw. 


Cabinet Cabinet 
/ 4 


“ 
ES = 


bly Two claws 
@ Push the upper side of the cabinet 
inthe direction of arrow (A), disconnect claws 
then remove the cabinet 


lifting it up in the direction of arrow (8). 


^, 


Two screws 
(+BVTP 4 x 16) 


@ Two screws 
(+BVTT 3 x 8) 


(6) Slide the EMI shield in the direction 
of arrow © and remove four claws. 
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(1) A board 


P992 (E) 1-2 
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D 
| CN315 
1 и (2) Video block assembly 


L AO Two screws 


(+BVTT 4 x 8) 


@ Screw 
(+BVTP 3 X 10) 


(5) Video case ж 


(3) Four screws 
(+BVTT 3 x 8) 
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) REMOVAL 


secure 
vs to @ Four tapping screws (5) 
shown 

prevent 


МІ shield.) 


@ Screw 
(+BVTP 4 x 16) 


Three screws 
(+BVTP 3 x 10) 
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(©) Cable with connector 


@ Two screws 
(+BVTT 3x8 


) 
late assembly b X 


| 
(1) Seven screws 


(+BVTP 3 x 10) 
CN1103 


NE CN1602 à 


CN315 


Ta @ Video block assembly 
n p 


г (2) Two screws 
qo (+BVTT 4 x 8) 
б 
Ду dn Pig tail cover 


14) D board 


а У Screw (+BVTT 3 x 8) 


PWB bracket 
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ICE POSITION 


ard (XT Mount) is reconstructied to use for this set. 


connector (10Pin: Black) (1-766-921-11), @ Remove the connector (17Pin: Black) (CN9997) 
boss on the 10-pin side. from Adaptor board (XT MOUNT) (A-1391-123-A). 


© Install the connector (10Pin: Black) onto XT Mount. 
Connector (10Pin: Black) 
Connector 
(10Pin: Black) 


NEP 


Adoptor board 
(XT mount) 


ле D board. Install the video block assembly. @ Put a box which is about 15cm in height 
under the D board to fix it. 
(Please disconnect the CN 701 first.) 


e Video block assembly. 


Adaptor board 
NT) (A-1391-123-A). 
deo block assembly. 


embly = 


D board ф) 
| A < 


ис = 


@ Box 
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JBE REMOVAL 


@ A board (C block) 


CD Anode cap (Refer to 1-8) 


/ (3) Neck assembly 


Connector (2p) 


Picture tube 


P992 (E) 1-7 
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REMOVAL OF ANODE-CAP 


JOTE: Short circuit the anode of the picture tube and the anode cap to the metal chassis, CRT shield or carbon painted on the CRT, after 
removing the anode. 


REMOVING PROCEDURES 


| 
e (5 
Е 
г 
Anode Button 


D Turn up one side of the rubber cap inthe @ Using a thumb pull up the rubber cap @When one side of the rubber сар is 
direction indicated by the arrow @). firmly in the direction indicated by the separated from the anode button, the 
arrow (b). anode-cap can be removed by turning up 
the rubber cap and pulling up it in the 

direction of the arrow ©. 


HOW TO HANDLE AN ANODE-CAP 


Don’t scratch the surface of anode-caps with sharp shaped 
material! 

2) Don’t press the rubber hardly not to damage inside of anode- 
caps! 
A material fitting called as shatter-hook terminal is built in the 
rubber. 

3) Don’t turn the foot of rubber over hardly! 
The shatter-hook terminal will stick out or damage the rubber. 


P992 (E) 1-8 
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H4 board 


CN1400 


Picture tube 


D board 


CN1602  CN501 


CN1103 


CN313: + 


AC inlet 


CN304; + 


рее 
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SECTION 2 


SAFETY RELATED ADJUSTMENT 


When replacing or repairing the shown below table, the 
following operational checks must be performed as a 
safety precaution against X-rays emissions from the unit. 


Beam Current 


D Board 


Part Replaced (14) 
C930, D917, R921, 


HV ADJ 


Part Replaced (84) 


RV901 


Part Replaced (14) 


Protector Circuit R932, R933, R935, 
Check T901 (FBT) 

• Mounted D Board 
N Board IC1001, RB1001 

• Mounted N Board 


HV Regulator 
Circuit Check 


HV Protector 
Circuit Check 


D Board 


C909, IC501, R901, 
R902, R906, R910, 
R913, RV901, 
T901 (FBT) 

• Mounted D Board 


D Board 


N Board 


C920, C923, D911, 
D912, R903, R917, 
R918, R919, R920, 
R923, T901 (FBT) 
• Mounted D Board 
IC1001, RB1001 

• Mounted КМ Board 
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* Confirm one minute after turning on the power. 
a) HV Regulator Circuit Check 
1) Turn the RV901 slowly, and adjustment so that high 
voltage is in the specified range. 
[Specification]: 27.00 + 0.20 kV 
2) Check that the voltage of D912 cathode on the D 
board is 17.0 V or more. 


b) HV Protector Circuit Check 
1) Using external DC Power Supply, apply the voltage 
shown below between cathode of D912 and GND, 
and check that the RASTER disappers. 
[Specification]: 19.85 + 0.00/- 0.05 V 
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Current Protector Circuit Check 


ect constant current source to a section between 
(FBT) (j pin and GND, and check that the 

TER disappers when the specified current flows 

> @) pin. 

ification]: 1.92 + 0.00/- 0.01 mA 
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SECTION 3 
ADJUSTMENTS 


• Landing Rough Adjustment 


Br Gre: ке 


5. 


Display all white pattern (or black dot pattern). 

Set contrast to 255. 

Display green plain pattern. 

Side back DY and roughly adjust green plain pattern to be centered on 
the useful screen with Purity Magnet. 

Adjust DY tilt. 


Note: Set ROTATION to 128 and LCC_NS to 128 when adjusting DY tilt. 


6. 


Lightly tighten the DY screw. 


• Landing Fine Adjustment 
Note: (1) After adjust W/B (9300k), measure the average of LIK with all 


white video input, while CONTRAST is maximum and 
BRIGHTNESS is center. And adjustment shall be made so that the 
miss-landing become least after aging 2H with the IK 30% of 
measured value shown above. 
(2) The magnetic field shall be BH = 0. 
(3) When adjusting at other than BH = 0, calculate the shifted value 
from BH = 0. 
Put the monitor in helmholz coil. 
Set as follows; 
LCC SW =0 (LCC Correction Current = 0) 
FUNCTION SW bit] = (Auto Degauss = On) 
CONTRAST = 255 
Display green plain pattern. 
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9. 


Degauss the iron part of chassis with a hand degausser and degauss coil. 
Degauss CRT face with a hand degausser again. 

Input AC 230V to AC IN and turn the monitor off and on. Then auto- 
degauss works. 

Reset FUNCTION. SW bit! to 0 (auto-degauss = off) 

Degauss CRT face with a hand degausser again. 


Attach wobbling coil to the specified place on CRT neck. 


10. With landing checker, adjust DY position, purity, DY center and 


landing of the 4 corners. 


11. Check landing of the 4 corners, and adjust using magnet if they are not 


in the specification. 


<Specifications> (um) 
Adjust so that the green is within the PPT 
specification given right. — x5 duds буз 
4 corner adjust target : within + 1 
0+3 0575 043 
DNE (um) 
The red and blue must be within the m 
specification given right with respect to the 
green. N" 
К (um) 
A difference between red and blue must be m m 10 
within the specification given right. б = ið 
10 10 10 
Note: (1) Do not attach more than 2 magnets on one corner. 
(2) Attach magnets within the range of 80 - 100 mm from DY. 
(3) Be sure to degauss and check when used magnets. 
P992 (E) 3-1 


12. Tighten DY screw within specified torque, and auto-degauss. 17. Remove the sensor and wobbling coil. 
Note: Torque 22 + 2 kgcm (2.2 + 0.2Nm) 18. Switch signals to R, G, and B, and then check that the pure colors have 
13. Adjust the vertical angle of DY to make top and bottom pins equal (a = good color purity. 

b). The horizontal angle shall not be changed (straight). Settle DY 19. Fix purity magnets with white paint. 

upright without leaning, and insert wedges firmly so that DY shall not 


move. 


<How to place wedge> 
Green plain crosshatch pattern 


a and b should be equal. 
c and d should be equal. 


Plaster RTV to both sides for the upper wedge. 
Make sure that they settle inside DY. 


A 


Plaster RTV to one side for other wedges. 


14. Adjust top and bottom pins correction VR. 

15. Adjust the horizontal trapezoid distortion by DY horizontal trapezoid 
correction VR. 

16. Check landing at each corner and in case not in specification, adjust 


landing of 4 corners with landing magnet. 
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‘onnect the communication cable of the computer to the connector located on the D board. Run the service software and then follow the instruction. 


m 


p 


IBM AT Computer 
as a Jig 


@ 1-690-391-21 (2) A-1500-819-A 


Interface Unit 


/ 


[| 


(8) 3-702-691-01 
Connector Attachment 


a 


/ 
| 


\ 


7 А То BUS CONNECTOR 


D-sub mini Din 4Pin 4Pin АРіп 
(9 Pin [female]) (8Pin) 


“Тһе parts above ((1) ~ (3)) are necessary for DAS adjustment. 


Convergence Rough Adjustment 


1) Display white crosshatch pattern. 


2) Pile the convex parts of 6-pole magnet for convergence together. 
3) Roughly adjust H.CONV and V.CONV with 4-pole magnet. 


Purity 
4-pole magnet 
6-pole magnet 
2-pole magnet 
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XCV 


XBV 


TLH 


TLV 


YCH 


YBH 


B 
е Convergence Specification 
| B 
V 
0.20 mm 
| 0.24 тт 
Р992 (Е) 3-3 


е Adjustment Specification 
005 


005 


005 
005 


005 
005 


Horizontal Position and Size 
] 


МОРЕ | 4:3, 5:4 
352 
264 
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* Focus adjustment 


Adjust the focus volume 1 and 2 for the optimum focus. 


Focus 1 


Focus 2 


FBT 
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SECTION 4 
DIAGRAMS 


1. BLOCK DIAGRAMS 


A (VIDEO AMP, RGB OUT) 


nats 
[NES к E / 
но |9 Нов PREAMP’ CN315. CN316 
2 = а 5 voor 
вое [2 m пол Ean nor 5 | „а 5 m 209 
GREEN | 4 s| ко KG 3 | 
RED Ld ом вал on sour Ë "је g 1 IBN 
: . 7 | HEATERS HEATER: |7 - 
SDA ine L 2 (A Bour Eo ain, BOUT 
слова m sl 
DDCSCL ze = 
DDC SDA — ) 
HOST GND 12004 _—  .o. 
CUTOFF AMP 8 
8 
E 2 з 1 
soa OUT COFR Las ROUT слив 
cora Е---- GIN вол 1| G2 
сова [| an вол 
ба m ~ 
is ооа . 
ЗА 8 араан»: 
SDA 58882843 
SW ‘ca 5858-58 р 
Qu | "m = N 
"T парта if [тш TOD BOARD 
Gt. INVERTER. FBT 
2» " 10011 ' 
в Ы т HEATER REG 
2 à 
Ч our 
SC о 
cn w ЕРНІ 
се — |$]———— 
з MO “қ. 
соса [в 
йсй 7 E 2] [ж fiola тм СЕД 
5 
HBLK 1 r жа. SER 1148 
n РЕМ: 
TO D BOARD IC SDA 10 [HSOUT v | sour 5 rev —— a | «80V. 
смо тем > | HS OUT VSOUT 13 | sour жу --6 | aav 
om вол J м TODBOARD 
ж соз зу —— — [s | 33v pur 
2—4 нәм OSD XTALIN Lt E н 8 
— VS N 1 М =—9| Vv 
2: = 2 2 4 
1 сөн E 6 4 > 
IC005 
INVERTER 
У 
смао тни ‘с 
тв [T] — — — rm 
TOD BOARD KEYSCAN |2 
| ers Г 1 | | 
CAR р NE ME b 
зи Suy зш ЗМ 545 
Е + вят] [От] [MENU 
TED DANE 
0140 
р 
TEDDRNE 
E 
H4 (USER CONTROL) 
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ТО D BOARD 
CN502 
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CN1101 


H.DF 


11101 
DPU 


REFDC 


XDC 


HD OUT 


HFBP 


HBLK 


VS OUT 


HS OUT 


PLL LOCK 


1С SDA 


ИС SCL 


LCC NS 


HSAW SW 


H.LINBAL 


GYSC 


GXSC 


МЕ 


D.TILT 


Ysc 


XSC 


HSHAPE 


үрс 


РОС 


DCC2 


VSAWN 


101102 
АМР 


HDF1 
DCC2 
XDC 
HDOUT 
FBP-IN 
HBLK 
V-IN 

нм 
LOCK-DET 
SDA 

SOL 

10с NS 
HSAW SW 
PWM2 
GYSC 
GXSC 
VDF 
VKEY 
YSC 

XSC 
HSHAPE 
YDC 
POC-OUT 
POC-IN 
DCC 
ASWI 
ASW2 
VSAWL 
VSAWH 


o= 


TO D BOARD 
CN1104 


CN1001 


Т-АМВ 


101001 
CPU 


LB DET 


DDC SDA1 


DDC SCL1 


DDC GND1 


DDC SDA2 


DDC 5012 


DDC GND2 


INPUT SW 


ІС SDA 


li SCL 


TXD 


АХО 


KEY SCAN 


LED1 


LED2 


PLLLOCK 


POC 
HV DET 


ABL DET 


G2 


56 


55 


54 


53 


52 


51 


50 


PWR SW 


DGC SW 


HTR SW 


V.FBP 


WAKE UP 


ECO SW 


| 


INVERTER 
01001 


" 


P54/ANO4 
P42/AN10 
P86/SDA1 
P87/SCL1 
P21/A/A17 
P84/SDA2 
P85/SCL2 
P20/A0/A16 
P27/A7/A23 
РВ0/50А0/510 
P81/SCLO/SOO 
P82/TXDO 
P83/RXDO 
P42iAN11 
P26/A6/A22 
P25/A5/A21 
P76/SCKO/INT3 
P73/TBO1NO/INS 
PS7/ANO7 
P4Q/ANO8 
P7OITAIOUT 
РЗБ/ТАТОШТ 
P3S/TAGIN 
P34 
РЗЗМАТ 
P32/HWR 
P31/WR. 
P30/RD 
PO4/AD4 
P06/AD6 
P05/AD5 
P61/CTS0 
P51/ANO1 
PEOIINTO 


P12/A10/AD10 
P11/A9/AD9 
P10/A8/ADB 


RESET 


x2 


x 


46 


4 


43 


101003 
ROM 


“| WC 
| SCL 
-| SDA 


101002 
RESET 


B-SS9330<U/ 
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твог SAT А i 
Е нш um жені, | eee ( DEFLECTION , HDF, VDF, 
жі [T Tas гі \ HV, POWER SUPPLY / 
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MATIC DIAGRAMS AND PRINTED WIRING BOARDS 


iF unless otherwise noted. (pF: pF) 
наде indication are all 50 V. 
ге, which does not have one for rating electrical power, is as follows. 


wer 1/4 W (CHIP : 1/10 W) 


ms. 
ble resistor. 

stor. 

Jonent. 

jnation, and adjustment for repair. 

table resistors have characteristic curve B, unless otherwise noted. 

id. 

sis. 

tified by 04 in this basic schematic diagram have been carefully factory-selected for each 
regulations regarding X-ray radiation. 

је required, replace only with the value originally used. 

onents identified by Ld, make the necessary adjustments indicated. (See page 2-1) 

art in below table, be sure to perform the related adjustment. 


ith a 10 М digital multimeter. 

ith a color-bar signal input. 

yy be noted due to normal production tolerances. 
measured. 

waveform references. 


nents identified by shading and 
critical for safety. Replace only 
imber specified. 


sants identifiés par un tramé et 
іе А sont critiques pour la 
les remplacer que par une piece 
uméro spécifié. 
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* Divided circuit diagram 
One sheet of D board circuit diagram is divided into three sheets, 
each having the code D-@) to D-©). For example, the destination 


(abi)on the code D-@ sheet is connected to (abi)on the D-® sheet. 


abi 


т, Неі. Мо. 
Circuit diagram division code 


P992 (E) 
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r D Board 


F^ 


Part Replaced (F4) 


RV901 


Part Replaced (14) 


C909, IC501, R901, 
R902, R906, R910, 
R913, RV901, 

T901 (FBT) 

• Mounted D Board 


D Board 


FY 


N Board 


t D Board 
cuit 


N Board 


C920, C923, D911, 

D912, R903, R917, 

R918, R919, R920, 

R923, T901 (FBT) 

* Mounted D Board 
IC1001, RB1001 

* Mounted N Board 


C930, D917, R921, 
R932, R933, R935, 
T901 (FBT) 

* Mounted D Board 
IC1001, RB1001 

* Mounted N Board 
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Terminal name of semiconductors in silk screen 


printed circuit (> ) 


Device Printed symbol 


Terminal name 


Circuit 


Transistor 


Collector 


Base M Emitter 


Transistor 


Collector 


Base  Emitter 


wa 


Diode 


Cathode 
Anode 


Diode 


Cathode 
Anode Ё (NC) 


Diode 


Cathode 
қышы 
Anode (МС) 


Diode 


Common 


Anode Ё Cathode 


Diode 


Common 


Anode Cathode 


© © @ @ @ @ © 


Diode 


Common 


Anode B Anode 


Diode 


Common 


Lad 
Anode Anode 


Diode 


© | © 


Common 


Cathode I Cathode 


Diode 


Common 


L 
Cathode Cathode 


Diode 


Anode g Cathode 
Anode | Anode 
Cathode Anode 


Transistor 
(FET) 


қ | Source 
Drain 
Gate 


Transistor 
(FET) 


© © @ © 


А | Source 
Drain 
Gate 


Transistor 
(FET) 


© 


D Source 
П | П Drain 
OGat 


© 


Transistor 


о Emitter 
[15 Collector 
0 Base 


Discrete semiconductot 


(Chip semiconductors that are not actually used are included.) 
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iagram of A Board 


| 2 | 3 4 | 5 | 6 | 7 | 8 | 9 | 10 | 11 | 12 | 13 | 14 


pant 
15226115 


A 


OE 
Far wu 
RÀ 1р5226-115 


х 0 0-0 BOARD 
er 


se J 


зе 
AGB PREAMP 


ER ВУ BUDE 


mag tae 


| TH + 


2004 
$ f aps226-115 


ЦЕЛИ 


над fre 
ug mud 
iu ЕТЕР 
ЕТЕУ 


Џ 
NE: 


то р-р BOARD 


Y | наћи 


т 5007 
2.8. кей ө-т! 


pre "рал ер 
Iud chie Tte T eie 
| ЖЕЗ "s Mo T dtt oe | 


leant 
мз cose 
EATER О 


A (VIDEO AMP, RGB OUT) , 


ВОИ -EP505 


— —— — - — - — - 


то 0-8 80150 то 0- BOARD " 
смог Л 


• A BOARD WAVEFORMS 
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@ 


ня 


0.74 Vp-p (Н) 


Ө) 


ar 


ir 


1.03 Vp-p (H) 


Hi 


0.73 Vp-p (H) 


© 


ШІ 


54.0 Vp-p (Н) 


©, ^ 


©. 


„ |® 


52.8 Vp-p (Н) 


ІШІ 


53.6 Vp-p (Н) |5.1 Vp-p (24.5 MHz) 


P992 (Е) 4-8 


• A BOARD 
SEMICONDUCTOR 
LOCATION 


CN319 N 


01Єн2 
хх 


0004 B2 
Q005 B2 


B 
A 
B 
A 
A- 
B 
B 
те 
А 


RS: AS tas et А 


©@@@@®@@®@@@@@ ' 


CRYSTAL 


X001 A-2 


ж: Refer to Terminal name of 
semiconductors in silk screen 
printed circuit (see page 4-7) 


Р992 (Е) 4-9 
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Schematic Diagrams of D (®©, ©, ©) Board 

One sheet of D board circuit diagram is divided into three sheets, 

each having the code D-@ to D-©. For example, the destination © Ф © Ф © © 

@bi)on the code D-@ sheet is connected to (ab1)on the D-@ sheet. ПЛ] Л] L | 

£g 0.71 Vp-p (H) 10.8 Vp-p (H) 53.8 Vp-p (V) 1.4 Vp-p (V) 140 Vp-p (H) 1000 Vp-p (H) 
Ref. No. 
Circuit diagram division code 

1 | 2 | 5 | 6 | 7 | | 9 | 10 11 12 | 13 14 


• Divided circuit diagram 


• D-@ BOARD WAVEFORMS 


ROTATION 


' D-@ (DEFLECTION) 
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FHEEHBEHEMB 
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Foro 
un 
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Wem TE WE 
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DF 
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Qe 2 Р у 
F760 
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CN1101 
АР 
WHT 
1| D GND 
£ L sw 
BXD a| RXD 
1х0 «| тхо 
ТО ЕСЅ 
CN1103 
781005 ит 
CHIP. S-MICRO 
T-AMB 1] T-AMB 
KEY вое 2 | KEY SCAN 
LED a| LED! 
LED2 
m 4 == 
5 
che 471 
s| 55v 


8-8858330«0/05-0 


-PI-EPSUS 


TO H4 BOARD 


CN1400 


13 


14 
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10 


11 


12 


+ 
D615 T 5: 
vds [е 
| BR 
| Passe 
"UM 
- ert490?818-ora58 
RGP10D FOR, 
E 
"s 1 200v 
b» 1 ti dis 
EE 
+ mL 
ТТ шт 
[1 
d 
ii 
7-128 — (0608 2 СББ бе 
qa a Cu т ES IS "T Е 
S MES CONT de ku] Ed m 
$615 То 0605 0609 0619 ^ 4 0620 89 - 
ET B "i wo 
И TO, 0805 Дә LUE Lm PET 
NI ШЕП 
foal АЛ ИЕ і 
hoor т Қ 
не паде 
rim 
0611 LL 1602 
612 H ШЕТІ 
KIM UT к О 
ເລນ 
EF 
К 
TR 
Dri 
Es 
"Eu 
[m 
Wa 
паз sip 
КУН 
шов 98158 
PE 
m" 
Ка 
Bie 
2 
18808 
пр 
SHUNT AEG 
ЕЗІ 
BAOOAST-V5 Pua, 
HEATER nee FUR SW 
ls ву 
E0895 DTA124EKA-T146 
1 EM uud 
1 LEE quum 
E ole HELLE າ 
Е dh зоне 
тиз 
fete HTR SW 
os sw 


ADA 3.3V. 


oneos | | 
ЭР = 25 оз 
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«Тізе? 
TO А BOARD 
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Позер 
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14 


Р992 (Е) 


4-12 


DEFLECTION, H DF, V DF 
HV, POWER SUPPLY 


• D BOARD 
SEMICONDUCTOR 
LOCATION 
ІС 0505 0-2 - 
0506 Е-4 - 
16401 р. D507 Е-2 - 
16501 С-1 0510 E2 š 
IC601 В-2 0516; Da > 
16603 АЗ 0517 E2 z 
IC604 С-1 0520 Е2 š 
16605 С-2 0521 Е2 E 
10607 А2 0601. AS x 
1C608 А-1 Deo2 А5 © 
IC610 B2 D603 А5 © 
IC611 АБ 0604 АБ a 
1C701 В-1 0605 А-5 Е 
1C702 В-1 D606 А5 Š 
10703 A-1 067 A2 О 
IC902 С-6 0608. A2 - 
101603 С-3 0609 A4 
0610 A2 - 
0611 АЗ - 
0612 АЗ - 
TRANSISTOR 0613 АЗ - 
0614 B4 - 
ж | D615 А2 - 
озо c2 @ | 0616 А2 - 
0502 C4 @ | 0617 А2 - 
0503 C4 @ | 0618 B4 - 
со 0504 ЕЗ - | D619 СЗ - 
телімі 0505 ЕЗ Бы Es > 
ЕЕЕ : -381- 0506 0-3 E - š 
Есен - 2-381-12 507 EA @ | 2622 во E 
Q510 0-3 - | 0623 А5 - 
051 D2 - | D624 А5 ® 
9512 02 D625 В-5 - 
0513 рт 0626 В-6 . 
0514 D+ D627 A3 - 
0515 ЕЈ 0628 В-6 - 
0601 АЗ . | D629 A-2 © 
0602 А-5 @ | 0630 А2 B 
0603 А-5 - |0631 В-3 
0605 АЗ - | 632 АЗ > 
0606 А2 Ф | 0633 Аз О 
0607 c2 @ |064 Аз © 
0608 В-6 - | 0635 С-2 3 
0609 A2 - | D636 АЗ © 
0701 0-4 - | 0639  C-2 + 
0702 0-4 - | 0701 D4 ` 
0703 0-5 - | 0702 D4 
0704 0-5 - | 0703 05 > 
0705 0-5 - | 0902 D-5 B 
Q706  E-6 - | 0906 C5 [9] 
0707 Е6 @ | 0907 C5 2 
Q708 0-4 @ | 0909 ce * 
0901  C-5 - | 0910 D-6 > 
0902  C-6 - | 091 Ев > 
0905  D-6 - | 0912 Е6 s 
0906 D-6 © | 0914 DS Э 
0907  D-6 © | 0917 DS 
D918 0-6 
0919 0-6 
D920 0-6 
DIODE D923 0-6 
* 
babe. 24 VARIABLE 
БЕС ЕЛ RESISTOR 
D502 ЕЗ 
0503 0-3 RV901 E-6 
D504 Е4 
E: 
circuit indicated as left contains high voltage of over *k: Refer to Terminal name of 
Vp-p. Care must be paid to prevent an electric shock in semiconductors in silk screen 
ection or repairing. printed circuit (see page 4-7) 
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91531 
711 4-HOW 
11531 
nica! 
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220 4V 


130-3201 
vas 
708 
13839 
SN 207 
Me HYG 


фино: X4 BELLY 


4-14 


P992 (E) 


-Р1-ЕР505 
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— DA BOARD (Component Side) — 


1-682-382-11 
т? 


>ЕР- (QW+GN) < 


4811354 


1 
Sins 
R1126 
C1134 
—=!6 
32 
33 


te 
= _| 


130 


nes 
~ 
со 


D pod 


C US era 1105 01107 
2 


— 
oo 


сиз R133c1124 R1122 A-1333- [AEA] 


(1128 
LU I 
R1118 
BH 
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1402 R1403 D1402  Ri404 
100 100 RD5.1ESB ^ 


WX Ее 
ж Poo [m 


TUE 


pus 
k 
Р : RN | 
а 81424 [ПШ R1419 FB1404 

22k 

: RN 
|401 
14754 D1 
DRIVE RD5. 

| 

15 


B-SS9330<U/C>-H4. . -EPS05 
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CN1400 
8P 


TO D- @ BOA 
CN1103 


CHASSIS GND 


RD 
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] [USER CONTROL | 
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ICONDUCTORS 


CXD9563Q 


ne E: 


1 TOP VIEW 


64pin QFP 


H8D3095 


LA6510 


LA6515 


MARKING SIDE VIEW 


10pin SIP 


LA6500P-FA 


LA78040 SN74AHCTO4NSR 


L 


1 TOPVIEW 
14pin SOP 


STK391-120 
LM2412T 


TOP VIEW 
32pin DIP 
1 
5рїп Chip 
PQ12RD8S 
TEA1504/N2 


TOP VIEW 
14pin DIP 


TL1431CZ-AP 


fh 
\ 

REF / CATHODE 
ANODE 
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TMP91PW18F-2C43 


ЕЕЕ 83, 


TOP VIEW 


uPC6757CS 


n 


1 


TOP VIEW 
24pin DIP 


DTA124EKA-T146 
DTC114EK 
DTC114EKA-T146 
DTC124EUA-T106 
2PB710AR-115 
2PD602AR-115 
2SA1037AK-T146-QR 
2SA1037AK-T146-R 
2SB709A-QRS-TX 
2SC1623-L5L6 
2SC1623-T1-L5L6 
25С2412К-Т-146-ОН 


DTC114ESA 
DTC143ESA 
DTC144ESA 
2SC2459-GR-TPE4 
25С2784 
25С2785-НҒЕ 
25С3311А-ВТА 


LETTER SIDE 


om 
wo 


DTC114TSA 
DTC144ESA-TP 
2SA1049-GR 
2SA1049TP-GR 


FS10KMJ-3-AZ 
FS30KMJ-3-AZ 
250449 
2SJ585LS-CB11 
2SK2098-01MR-F119 


FS5KM-16A-AT 
IRFI9634G-LF35 


IRFU110 
2SK2231 


2SA1358-Y 
25С3421-Ү 


2SC2362K-G 
2SC2362KG-AA 


2SK3265(LB2SONY) 


BT149G-412-OT35 


Г 


7 


ANODE / 
GATE CATHODE 


DTZ10B 
DTZ13B 
MA111-TX 
RD12SB2 
UDZ-TE-17-12B 
UDZ-TE-17-13B 
UDZS-TE17-15B 
UDZSTE-1710B 
UDZSTE-175.1B 
155357-ТРНЗ 


АМОРЕ 


/ 
CATHODE 


D1NL40-TA 
D3S4M 
EGP10D 
EGP10GPKG23 
ERC04-06SE 
ERC81-004 
RH-1A 


CATHODE 


“a 


ANODE 


D1NL40-TA2 
HZS182-TE 
MTZJ-4.7C 
MTZJ-T-77-4.7B 
RD13ES-B2 
RD13ES-T1B2 
RD15ES-B2 
RD15ES-B3 
RD15ES-T1B2 
RD15ES-T1B3 
RD18ES-B2 
RD18ES-T1B2 
RD18ESB 
RD3.9ES-B2 
RD3.9ES-T1B2 
RD5.1ES-B1 
RD5.1ES-T1B 
RD5.1ES-T1B2 
RD5.1ESB2 
RD5.6ESB2 
RD6.8ES-T1B2 
RD6.8SB2-T1 
RD7.5ES-T1B2 
RD7.5ESB2 
RD8.2ES-B2 
RD8.2ES-T1B2 
155119-25 
155119-25Т0 
155133Т-77 


CATHODE 


ANODE 
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D1NS4-TR 

D1NS6 

D2L40-TA 
DINS6-TA-4060 
ERA34-10TP1 
ERB38-06V1 
HSS82-TJ 
HZS5B2-TE 
MTZJ-T-77-18 
NNCD5.6A-T1 
RGP02-17EL-6433 
RGP02-20EL-6394 
RGP10DG23 
RP1H-V1 
UF4007G23 
11DF2N-TA2B2 
11EQSO3LN-TA1B2 


CATHODE 
ге? 


% 
ANODE 


D10SC9M 


D4L20U 
FMC-26UA 
FMN-G12S 
FMQ-G5FMS 
PG124S15 
YG911S2R 


ҒА 


CATHODE ANODE 


D4SB60L 
D4SB60L-F 


HSU83TRF 


р 


CATHODE 


MA151WK-TX 
155184 


ч 3 
Е 
T 
3 
2 
1 
SML79423C-TP15 


ANODE 
ANODE 


RED) 
(RED) 2] (GAN) 
CATHODE 


STZ6.8N-T146 


TLP621D4-Y-LF2T 


со 


1SS376TE-17 


P992 (E) 


4-21 


-1. CHASSIS 


O 7-685-663-71 +BVTP 4X16 
@ 7-685-881-09 +BVTT 4X8 
Ш 7-685-647-79 +BVTP 3X10 
A 7-685-872-09 +BVTT 3X8 


T 
^ [U/C, J, CH, | 
р Q | NH, SH, EQ] | 
| 
| 
| | 
| 
| 


[AEP] 
| 
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REF.NO. PART NO. 


= — 


BOR RARO WWD 


14 
15 


DESCRIPTION REMARK 


* A-1299-559-A A BOARD, COMPLETE [U/C, AEP] 
* A-1299-618-A A BOARD, COMPLETE 


4-039-358-01 
* 4-084-467-01 
4-079-917-31 


4-081-551-11 
* 4-084-452-01 
* 4-084-452-11 


* 4-085-430-01 
* 4-085-430-11 
1-900-805-55 
4-080-325-31 
1-757-306-41 

А 1-251-382-31 
4-052-345-01 


A 1-453-377-11 


[J, CH, NH, SH, EQ] 
SCREW (4X16), (+) BV TAPPING [AEP] 
CABINET [U/C] 

CABINET [J, CH, NH, SH, EQ] 


CABINET [AEP] 
LABEL, INFORMATION [U/C] 
LABEL, INFORMATION 
[J, CH, NH, SH, EQ] 
LABEL, INFORMATION (Midnight Gray) 
[AEP] 
LABEL, INFORMATION (TCO Gray) 
[AEP] 


WIRE ASSY, FOCUS LEAD 
COVER, PIG TAIL 

CABLE WITH CONNECTOR 
INLET, AC (WITH NOISE FILTER) 
SCREW, (3X8) (+K), TAPPING 


TRANSFORMER ASSY, FLYBACK 
(NX-4703/VQM4) 


* A-1391-154-A N BOARD, COMPLETE [U/C, AEP] 
* А-1391-171-А N BOARD, COMPLETE 


[J, CH, NH, SH, EQ] 


* A-1348-101-A D BOARD, COMPLETE [U/C, AEP] 
* A-1348-125-A D BOARD, COMPLETE 


[J, CH, NH, SH, EQ] 


* A-1333-141-A DA BOARD, COMPLETE [U/C, AEP] 
* A-1333-195-A DA BOARD, COMPLETE 


4-085-310-01 
1-251-642-13 


[J, CH, NH, SH, EQ] 
BAR, EXTENSION 
CAP ASSY, HIGH-VOLTAGE 


P992(E) 5-2 


| REF.NO. PARTNO. DESCRIPTION REMARK 
-2. PICTURE TUBE 5 *X-4039-285-1 BEZEL ASSY [U/C] 52 

51 X-4039-493-1 BEZEL ASSY [J, CH, NH, SH, EQ] 52 
@ 7-685-881-09 +BVTT 4X8 51 X-4200-764-1 BEZEL ASSY night Gray) қа, 52 
О 7-685-663-71 +BVTP 4X16 51 X-4200-767-1 BEZEL ASSY (TCO Gray) [AEP] 52 
Ш 7-685-647-79 +BVTP 3X10 


52 4-081-905-01 SPRING COMPRESSION 


53 *4-085-313-01 BUTTON, POWER 

55 *А-1377-019-А H4 BOARD, COMPLETE [U/C, AEP] 
55 *А-1377-049-А НА BOARD, COMPLETE 

М, CH, NH, SH, EQ] 
56  /48-736-413-15 PICTURE TUBE 19TKC (W-ARAS) 
[U/C, AEP, CH, NH] 
56 A\8-736-413-10 PICTURE TUBE 19TKC (W-ARAS) [J] 


56 /.8-736-426-05 PICTURE TUBE 19TKC 

(W-ARAS SOUTHERN) [SH, EQ] 
57 3-704-372-01 HOLDER, HV CABLE 

58 2-162-100-21 SPACER, DY 

59 A\8-451-518-11 DEFRECTION YOKE Y19TKL-M 

60 A1-452-923-51 NECK ASSEMBLY 


61 A\8-734-065-06 ITC ASSY (19TKC-R7) 
[U/C, J, AEP, CH, NH] 
56, 59, 60 
61 A\8-734-066-06 ITC ASSY (19TKC-RS7) [SH]56, 59, 60 
61 A\8-734-064-06 ITC ASSY (19TKC-RS6) [EQ]56, 59, 60 
62 *4-047-316-01 SPRING, EXTENTION 
63 Л 1-419-285-21 COIL, DEGAUSSING 


64 4-071-175-01 HOLDER, DGC 
65 4-365-808-01 SCREW (5), TAPPING 
М, AEP, CH, NH, SH, EQ] 
65 4-203-648-01 SCREW (5), TAPPING [AEP] 
66 4-041-021-02 HOLDER, DEGAUSE COIL 
67 1-419-129-51 COIL, LANDING CORRECTION 


68 X-4039-381-1 BASE ASSY, STAND [U/C] 69, 79 
68 X-4038-990-1 BASE ASSY, STAND 
[J, CH, NH, SH, EQ] 


| " кй 69,79 
цис, J, CH, Mh 68 X-4039-010-1 BASE ASSY, STAND (Midnight агау) 

NH, SH, EQ] | [AEP] [AEP] 
L 69, 79 


68 X-4039-340-1 BASE ASSY, STAND (TCO Gray) 


69 *4-061-996-01 CUSHION 


71 4-308-870-00 CLIP, LEAD WIRE 

72 1-452-032-00 MAGNET, DISK; 10mmf 

73 1-452-094-00 MAGNET, ROTATABLE DISK; 15mm 
74 4-051-736-21 PIECE A (90), CORRECT 

82 4-039-358-01 SCREW (4X16), (+) BV TAPPING 


[AEP] 
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No. Board Type 1/%| Ref. No Part No. Description Remarks-1 Remarks-2 Difference 
1 A CAPACITOR C001 1-162-318-11 CERAMIC 0.001 MF 10% 500V 
2 A CAPACITOR C002 1-164-004-11 CERAMIC CHIP 0.1MF 1096 25V 
3 A CAPACITOR C005 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
4 A CAPACITOR C007 1-164-489-11 CERAMIC CHIP 0.22MF 10% 16V 
5 A CAPACITOR C009 1-115-871-11 ELECT 1MF 20% 50V 
6 A CAPACITOR C011 1-106-220-00 MYLAR 0.1MF 10% 100V 
7 A CAPACITOR C012 1-164-489-11 CERAMIC CHIP 0.22МЕ 10% 16V 
8 A CAPACITOR C014 1-128-760-91 ELECT 22MF 20% 100V 
9 A CAPACITOR C015 1-107-823-11 CERAMIC CHIP 0.47MF 10% 16V 
10 A CAPACITOR C016 1-126-935-11 ELECT 470MF 20% 16V 
11 A CAPACITOR C017 1-163-251-11 CERAMIC CHIP 100pF 5% 50V 
12 A CAPACITOR C018 1-107-649-11 ELECT 2.2MF 20% 250V 
13 A CAPACITOR C019 1-163-235-11 CERAMIC CHIP 22pF 5% 50V 
14 A CAPACITOR C021 1-163-021-91 CERAMIC CHIP 0.01MF 1096 50V 
15 A CAPACITOR C022 1-126-947-11 ELECT 47MF 20% 10V 
16 A CAPACITOR C023 1-164-489-11 CERAMIC CHIP 0.22MF 10% 16V 
17 A CAPACITOR C024 1-126-791-11 ELECT 10MF 20% 16V 
18 A CAPACITOR C026 1-163-227-11 CERAMIC CHIP 10pF 0.5pF 50V 
19 A CAPACITOR C027 1-126-785-11 ELECT 47MF 20% 10V 
20 A CAPACITOR C029 1-164-489-11 CERAMIC CHIP 0.22MF 10% 16V 
21 A CAPACITOR C031 1-162-318-11 CERAMIC 0.001MF 10% 5007 
22 A CAPACITOR C033 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
23 A CAPACITOR C035 1-104-574-11 CERAMIC 0.0047MF 10% 2KV 
24 A CAPACITOR C036 1-163-243-11 CERAMIC CHIP 47pF 5% 50V 
25 A CAPACITOR C037 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
26 A CAPACITOR C038 1-163-017-00 CERAMIC CHIP 0.0047MF 1096 50V 
27 A CAPACITOR C039 1-115-339-11 CERAMIC CHIP 0.1MF 1096 50V 
28 A CAPACITOR C042 1-115-339-11 CERAMIC CHIP 0.1MF 1096 50V 
29 A CAPACITOR C043 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
30 A CAPACITOR C046 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
31 A CAPACITOR C048 1-163-021-91 CERAMIC CHIP 0.01MF 1096 50V 
32 A CAPACITOR C050 1-115-339-11 CERAMIC CHIP 0.1MF 1096 50V 
33 A CAPACITOR C051 1-115-339-11 CERAMIC CHIP 0.1MF 1096 50V 
34 A CAPACITOR C053 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
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No. | # Board Type 1/%| Ref. No. Part No. Description Remarks-1 Remarks-2 Difference 
35 A CAPACITOR C054 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
36 A CAPACITOR C055 1-163-235-11 CERAMIC CHIP 22pF 5% 50V 
37 A CAPACITOR C057 1-126-947-11 ELECT 47MF 20% 10V 
38 A CAPACITOR C058 1-163-089-00 CERAMIC CHIP 6pF 0.5pF 50V 
39 A CAPACITOR C059 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
40 A CAPACITOR C060 1-164-346-11 CERAMIC CHIP IMF 16V 
41 A CAPACITOR C061 1-163-255-11 CERAMIC CHIP 150pF 5% 50V 
42 A CAPACITOR C062 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
43 A CAPACITOR C063 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 
44 A CAPACITOR C064 1-126-933-11 ELECT 100MF 20% 16V 
45 A CAPACITOR C065 1-126-933-11 ELECT 100MF 20% 16V 
46 A CAPACITOR C067 1-107-823-11 CERAMIC CHIP 0.47MF 10% 16V 
47 A CAPACITOR C091 1-115-871-11 ELECT 1MF 20% 50V 
48 A CAPACITOR C092 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 
49 A CAPACITOR C101 1-163-227-11 CERAMIC CHIP 10pF 0.5pF 50V 
50 A CAPACITOR C106 1-137-857-21 MYLAR 0.47MF 10% 250V 
51 A CAPACITOR С111 1-163-251-11 CERAMIC CHIP 100pF 5% 50У 
52 A CAPACITOR C112 1-163-224-11 CERAMIC CHIP 7pF 0.25pF 50V 
53 A CAPACITOR C123 1-136-189-00 MYLAR 0.1MF 10% 250V 
54 A CAPACITOR C130 1-164-489-11 CERAMIC CHIP 0.22MF 10% 16V 
55 A CAPACITOR C152 1-126-947-11 ELECT 47MF 20% 25V 
56 A CAPACITOR C201 1-163-227-11 CERAMIC CHIP 10pF 0.5pF 50V 
57 A CAPACITOR C205 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
58 A CAPACITOR C206 1-137-857-21 MYLAR 0.47MF 10% 250V 
59 A CAPACITOR C211 1-163-251-11 CERAMIC CHIP 100pF 5% 50V 
60 A CAPACITOR C212 1-163-222-11 CERAMIC CHIP 5pF 0.25pF 50V 
61 A CAPACITOR (223 1-136-189-00 MYLAR 0.1MF 10% 250V 
62 A CAPACITOR C230 1-164-489-11 CERAMIC CHIP 0.22MF 10% 16V 
63 A CAPACITOR C252 1-126-947-11 ELECT 47MF 20% 25V 
64 A CAPACITOR C301 1-163-227-11 CERAMIC CHIP 10pF 0.5pF 50V 
65 A CAPACITOR C305 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
66 A CAPACITOR C306 1-137-857-21 MYLAR 0.47MF 10% 250V 
67 A CAPACITOR C311 1-163-251-11 CERAMIC CHIP 100pF 5% 50V 
68 A CAPACITOR C312 1-163-224-11 CERAMIC CHIP 7pF 0.25pF 50V 
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No. Board Type 1/%| Ref. No Part No. Description Remarks-1 Remarks-2 Difference 
69 A CAPACITOR C323 1-136-189-00 MYLAR 0.1MF 10% 250V 
70 A CAPACITOR C330 1-164-489-11 CERAMIC CHIP 0.22MF 10% 16V 
71 A CAPACITOR C352 1-126-947-11 ELECT 47MF 20% 25V 
72. A CONNECTOR CN303 1-695-915-11 TAB (CONTACT) 
73 A CONNECTOR * CN311 1-778-671-11 CONNECTOR, BOARD TO BOARD 10P 
74 A CONNECTOR CN313 1-785-120-11 PIN, CONNECTOR (PC BOARD) 9P 
75 A CONNECTOR * CN315 1-778-682-11 PIN, CONNECTOR (PC BOARD) 8P 
76 A CONNECTOR CN318 1-764-101-11 PIN, CONNECTOR (PC BOARD) 2P 
77 А DIODE D001 8-719-801-78 DIODE 1SS184 
78 A DIODE D002 8-719-109-89 ZENER DIODE RDS.6ESB2 
79 A DIODE D003 8-719-109-89 ZENER DIODE RDS.6ESB2 
80 A DIODE D004 8-719-062-51 DIODE 1PS226-115 
81 A DIODE D005 8-719-062-51 DIODE 1Р5226-115 
82 A DIODE D007 8-719-109-89 ZENER DIODE RDS.6ESB2 
83 A DIODE D008 8-719-109-89 ZENER DIODE RDS.6ESB2 
84 A DIODE D014 8-719-911-19 DIODE 155119-25 
85 A DIODE D104 8-719-052-12 DIODE 1SS376TE-17 
86 A DIODE D105 8-719-052-12 DIODE 1SS376TE-17 
87 A DIODE D106 8-719-052-12 DIODE 1SS376TE-17 
88 A DIODE D111 8-719-062-51 DIODE 1PS226-115 
89 A DIODE D204 8-719-052-12 DIODE 1SS376TE-17 
90 A DIODE D205 8-719-052-12 DIODE 1SS376TE-17 
91 A DIODE D206 8-719-052-12 DIODE 1SS376TE-17 
92 A DIODE D211 8-719-062-51 DIODE 1PS226-115 
93 A DIODE D304 8-719-052-12 DIODE 1SS376TE-17 
94 A DIODE D305 8-719-052-12 DIODE 1SS376TE-17 
95 A DIODE D306 8-719-052-12 DIODE 1SS376TE-17 
96 A DIODE D311 8-719-062-51 DIODE 1Р5226-115 
97 A FERRITE BEAD ЕВ001 1-414-231-22 FERRITE дин 
98 A FERRITE BEAD FB002 1-414-231-22 FERRITE OuH 
99 A FERRITE BEAD FB003 1-412-911-11 FERRITE 1.1uH 
100 A FERRITE BEAD FB004 1-412-911-11 FERRITE 1.1uH 
101 A FERRITE BEAD 28005 1-412-911-11 FERRITE 1.1uH 
102 A COIL FB102 1-469-965-21 INDUCTOR 0uH 
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103 A COIL FB103 1-469-965-21 INDUCTOR дин 
104 A FERRITE BEAD FB104 1-412-911-11 FERRITE 1.1uH 
105 A FERRITE BEAD FB110 1-412-911-11 FERRITE 1.1uH 
106 A COIL FB202 1-469-965-21 INDUCTOR OuH 
107 A COIL FB203 1-469-965-21 INDUCTOR OuH 
108 A FERRITE BEAD FB210 1-412-911-11 FERRITE 1.1uH 
109 A COIL FB302 1-469-965-21 INDUCTOR 0uH 
110 A COIL FB303 1-469-965-21 INDUCTOR OuH 
111 A FERRITE BEAD FB310 1-412-911-11 FERRITE 1.1uH 
112 A IC IC001 6-700-496-01 IC M61314SP 
113 A IC 1С002 8-759-824-97 IC LM2412T 
114 A IC 1С003 6-700-723-01 ІС CXD9164MTR 
115 А ІС 12004. 8-749-019-80 IC H8D3095 
116 A IC 1С005 8-759-058-60 ІС TC7SU04FU(TE85R) 
117 А ІС 1С006 8-759-584-98 IC SN74AHCTO4NSR 
118 А ІС 1С009 8-759-640-39 ІС BR24C02F-WE2 
119 А ІС 1С011 8-759-592-79 IC BAOOAST-V5 
120 А SOCKET 1 J001 1-451-524-11 SOCKET, PICTURE TUBE 
121 A CHIP CONDUCTOR ЈЕ! 1-216-296-11 SHORT 0 
122 А CHIP CONDUCTOR JR10 1-216-296-11 SHORT 0 
123 A CHIP CONDUCTOR ЈК11 1-216-295-91 SHORT 0 
124 A CHIP CONDUCTOR JR12 1-216-296-11 SHORT 0 
125 A CHIP CONDUCTOR JR13 1-216-295-91 SHORT 0 
126 A CHIP CONDUCTOR JR14 1-216-295-91 SHORT 0 
127 A CHIP CONDUCTOR ЈЕ15 1-216-295-91 SHORT 0 
128 А CHIP CONDUCTOR JR16 1-216-296-11 SHORT 0 
129 A CHIP CONDUCTOR JR17 1-216-296-11 SHORT 0 
130 A CHIP CONDUCTOR JR2 1-216-295-91 SHORT 0 
131 A CHIP CONDUCTOR JR3 1-216-296-11 SHORT 0 
132 A CHIP CONDUCTOR JR4 1-216-296-11 SHORT 0 
133 A CHIP CONDUCTOR JR5 1-216-296-11 SHORT 0 
134 A CHIP CONDUCTOR JR6 1-216-296-11 SHORT 0 
135 A CHIP CONDUCTOR JR7 1-216-296-11 SHORT 0 
136 A CHIP CONDUCTOR JR8 1-216-296-11 SHORT 0 
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137 A COIL L001 1-412-537-81 INDUCTOR 100uH 

138 A COIL L002 1-412-549-11 INDUCTOR ImH 

139 A COIL L003 1-412-537-81 INDUCTOR 100uH 

140 A COIL L004 1-412-529-81 INDUCTOR 22uH 

141 A COIL L005 1-412-537-81 INDUCTOR 100uH 

142 A COIL L006 1-412-537-81 INDUCTOR 100uH 

143 A COIL L007 1-412-537-81 INDUCTOR 100uH 

144 A COIL L008 1-412-537-81 INDUCTOR 100uH 

145 A TRANSISTOR Q004 8-729-025-28 TRANSISTOR 2SK1828 
146 A TRANSISTOR 0005 8-729-025-28 TRANSISTOR 2SK1828 
147 A RESISTOR R001 1-216-077-91 RES-CHIP 15K 5% 1/10W 
148 A RESISTOR R002 1-216-077-91 RES-CHIP 15K 5% 1/10W 
149 A RESISTOR R003 1-216-077-91 RES-CHIP 15K 5% 1/10W 
150 A RESISTOR R006 1-216-041-00 RES-CHIP 470 5% 1/10W 
151 А RESISTOR R007 1-216-025-11 RES-CHIP 100 5% 1/10W 
152 A RESISTOR R011 1-216-057-00 RES-CHIP 2.2K 5% 1/10W 
153 A RESISTOR R012 1-216-057-00 RES-CHIP 2.2K 5% 1/10W 
154 A RESISTOR R013 1-216-025-11 RES-CHIP 100 5% 1/10W 
155: A RESISTOR R014 1-216-025-11 RES-CHIP 100 5% 1/10W 
156 A RESISTOR R017 1-216-025-11 RES-CHIP 100 5% 1/10W 
157 A RESISTOR R018 1-216-025-11 RES-CHIP 100 5% 1/10W 
158 A RESISTOR R020 1-216-025-11 RES-CHIP 100 5% 1/10W 
159 A RESISTOR R021 1-216-025-11 RES-CHIP 100 5% 1/10W 
160 A RESISTOR R023 1-216-049-11 RES-CHIP 1K 5% 1/10W 
161 A RESISTOR R024 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
162 A RESISTOR R025 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
163 A RESISTOR R027 1-216-017-91 RES-CHIP 47 5% 1/10W 
164 A RESISTOR R028 1-216-017-91 RES-CHIP 47 5% 1/10W 
165 A RESISTOR R031 1-216-077-91 RES-CHIP 15K 5% 1/10W 
166 A RESISTOR R032 1-216-025-11 RES-CHIP 100 5% 1/10W 
167 A RESISTOR R033 1-208-774-11 METAL CHIP 470 0.5% 1/10W 
168 A RESISTOR R034 1-216-055-00 RES-CHIP 1.8K 5% 1/10W 
169 A RESISTOR R040 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
170 A RESISTOR R041 1-216-073-91 RES-CHIP 10K 5% 1/10W 

P992 (E) 6-6 


Downloaded from www.Manualslib.com manuals search engine 


No. Board Type 1/%| Ref. No. Part No. Description Remarks-1 Remarks-2 Difference 
171 A CHIP CONDUCTOR R046 1-216-295-91 SHORT 0 

172 A CHIP CONDUCTOR R047 1-216-295-91 SHORT 0 

173 A RESISTOR R052 1-259-884-11 CARBON 4.7M 5% 1/4W 

174 A RESISTOR R053 1-216-017-91 RES-CHIP 47 5% 1/10W 

175 A CHIP CONDUCTOR R057 1-216-295-91 SHORT 0 

176 A RESISTOR R059 1-216-057-00 RES-CHIP 2.2K 5% 1/10W 

177 A RESISTOR R061 1-249-441-11 CARBON 100K 5% 1/4W 

178 A RESISTOR R062 1-247-895-91 CARBON 470K 5% 1/4W 

179 A RESISTOR R063 1-247-895-91 CARBON 470K 5% 1/4W 

180 A RESISTOR R064 1-260-127-11 CARBON 220K 5% 1/2W 

181 A RESISTOR R078 1-208-799-11 METAL CHIP 5.1K 0.5% 1/10W 
182 A RESISTOR R079 1-208-794-11 METAL CHIP 3.3K 0.5% 1/10W 
183 A RESISTOR R080 1-208-792-11 METAL CHIP 2.7K 0.5% 1/10W 
184 A RESISTOR R082 1-216-369-00 METAL OXIDE 1 5% 2W 

185 A RESISTOR R093 1-216-041-00 RES-CHIP 470 5% 1/10W 

186 A RESISTOR R098 1-216-089-91 RES-CHIP 47K 5% 1/10W 

187 A RESISTOR R104 1-216-059-00 RES-CHIP 2.7K 5% 1/10W 

188 A RESISTOR R106 1-216-689-11 RES-CHIP 39K 5% 1/10W 

189 A RESISTOR R107 1-216-085-91 RES-CHIP 33K 5% 1/10W 

190 A RESISTOR R109 1-216-121-11 RES-CHIP 1M 5% 1/10W 

191 A RESISTOR R110 1-216-049-11 RES-CHIP 1K 5% 1/10W 

192 A RESISTOR R111 1-249-403-11 CARBON 68 5% 1/4W 

193 A RESISTOR R117 1-216-017-91 RES-CHIP 47 5% 1/10W 

194 A RESISTOR R122 1-216-121-11 RES-CHIP ІМ 5% 1/10W 

195 A RESISTOR R130 1-247-807-31 CARBON 100 5% 1/4W 

196 A COIL R133 1-469-965-21 INDUCTOR 0uH 

197 A RESISTOR R151 1-219-742-11 CARBON 47 5% 1/2W 

198 A RESISTOR R161 1-215-394-00 METAL 75 1% 1/4W 

199 A RESISTOR R163 1-216-025-11 RES-CHIP 100 5% 1/10W 

200 A RESISTOR R204 1-216-059-00 RES-CHIP 2.7K 5% 1/10W 

201 A RESISTOR R206 1-216-689-11 RES-CHIP 39K 5% 1/10W 

202 A RESISTOR R207 1-216-085-91 RES-CHIP 33K 5% 1/10W 

203 A RESISTOR R209 1-216-121-11 RES-CHIP 1M 5% 1/10W 

204 A RESISTOR R210 1-216-049-11 RES-CHIP 1K 5% 1/10W 
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205 A RESISTOR R211 1-249-403-11 CARBON 68 5% 1/4W 

206 A RESISTOR R217 1-216-017-91 RES-CHIP 47 5% 1/10W 

207 A RESISTOR R222 1-216-121-11 RES-CHIP 1M 5% 1/10W 

208 A RESISTOR R230 1-247-807-31 CARBON 100 5% 1/4W 

209 A COIL R233 1-469-965-21 INDUCTOR дин 

210 A RESISTOR R251 1-219-742-11 CARBON 47 5% 1/2W 

211 A RESISTOR R261 1-215-394-00 METAL 75 1% 1/4W 

212 A RESISTOR R263 1-216-025-11 RES-CHIP 100 5% 1/10W 

213 A RESISTOR R304 1-216-059-00 RES-CHIP 2.7K 5% 1/10W 

214 A RESISTOR R306 1-216-689-11 RES-CHIP 39K 5% 1/10W 

215 A RESISTOR R307 1-216-085-91 RES-CHIP 33K 5% 1/10W 

216 A RESISTOR R309 1-216-121-11 RES-CHIP 1M 5% 1/10W 

217 A RESISTOR R310 1-216-061-91 RES-CHIP 3.3K 5% 1/10W 

218 A RESISTOR R311 1-249-403-11 CARBON 68 5% 1/4W 

219 A RESISTOR R317 1-216-013-00 RES-CHIP 33 5% 1/10W 

220 A RESISTOR R322 1-216-121-11 RES-CHIP 1M 5% 1/10W 

221 A RESISTOR R330 1-247-807-31 CARBON 100 596 1/4W 

222 A COIL R333 1-469-965-21 INDUCTOR дин 

223 A RESISTOR R351 1-219-742-11 CARBON 47 5% 1/2W 

224 A RESISTOR R361 1-215-394-00 METAL 75 1% 1/4W 

225 A RESISTOR R363 1-216-025-11 RES-CHIP 100 5% 1/10W 

226 A SPARK GAP 50001 1-519-422-11 GAP, SPARK 

227 A SPARK GAP 50002 1-576-354-21 GAP, SPARK 

228 A SPARK GAP 56101 1-576-354-21 GAP, SPARK 

229 A SPARK GAP $G201 1-576-354-21 GAP, SPARK 

230 A SPARK GAP $G301 1-576-354-21 GAP, SPARK 

231 A CRYSTAL X001 1-760-682-21 VIBRATOR, CRYSTAL (24.5MHz) 

232 D CAPACITOR C401 1-128-730-91 ELECT 470MF 20% 25V 

233 D CAPACITOR C402 1-137-401-11 MYLAR 0.22MF 10% 100V 

234 D CAPACITOR C403 1-128-749-91 ELECT 220MF 20% 50V 

235 D CAPACITOR C404 1-128-730-91 ELECT 470MF 20% 25V 

236 D CAPACITOR C405 1-163-009-91 CERAMIC CHIP 0.001MF 10% SOV 

237 D CAPACITOR C406 1-137-366-11 MYLAR 0.0022MF 5% 50V 

238 D CAPACITOR C407 1-163-019-00 CERAMIC CHIP 0.0068MF 10% SOV 
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239 D CAPACITOR C408 1-163-222-11 CERAMIC CHIP 5pF 0.25pF 50V 
240 D CAPACITOR C500 1-163-259-91 CERAMIC CHIP 220pF 5% 50V 
241 D CAPACITOR C503 1-130-495-00 MYLAR 0.1MF 5% 50V 
242 D CAPACITOR C504 1-163-017-00 CERAMIC CHIP 0.0047MF 10% SOV 
243 D CAPACITOR C505 1-126-949-11 ELECT 220MF 20% 35V 
244 D CAPACITOR C506 1-127-810-51 ELECT МЕГЕ 22МЕ 20% 250V 
245 D CAPACITOR C507 1-136-187-11 MYLAR 0.047MF 1096 250V 
246 D CAPACITOR C508 1-137-718-11 FILM 4300pF 3% 1.8KV 
247 D CAPACITOR C509 1-107-444-11 CERAMIC 100pF 5% 2KV 
248 D CAPACITOR C510 1-136-684-51 MYLAR 0.0022MF 10% 100V 
249 D CAPACITOR C511 1-163-021-91 CERAMIC CHIP 0.01 MF 10% 50V 
250 D CAPACITOR C512 1-163-005-91 CERAMIC CHIP 470pF 10% 50V 
251 D CAPACITOR C513 1-163-038-91 CERAMIC CHIP 0.1MF 25V 
252 D CAPACITOR C514 1-163-017-00 CERAMIC CHIP 0.0047MF 10% 50V 
253 D CAPACITOR C516 1-163-259-91 CERAMIC CHIP 220pF 5% 50V 
254 D CAPACITOR C517 1-137-150-11 MYLAR 0.01 MF 10% 100V 
255 D CAPACITOR C518 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
256 D CAPACITOR C519 1-126-935-11 ELECT 470MF 2056 16V 
257 D CAPACITOR C520 1-163-005-91 CERAMIC CHIP 470pF 10% 50V 
258 D CAPACITOR C521 1-130-471-00 MYLAR 0.001MF 5% SOV 
259 D CAPACITOR C522 1-128-726-91 ELECT 47MF 2096 25V 
260 D CAPACITOR C534 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
261 D CAPACITOR C535 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
262 D CAPACITOR C536 1-107-665-11 ELECT 0.47MF 20% 400V 
263 D CAPACITOR C537 1-165-693-11 FILM 0.2MF 3 400V 
264 D CAPACITOR C538 1-107-651-11 ELECT 4.7MF 20% 250V 
265 D CAPACITOR C539 1-115-356-11 FILM 1.2MF 5% 250V 
266 D CAPACITOR C540 1-128-726-91 ELECT 47MF 20% 25V 
267 D CAPACITOR C541 1-117-669-31 FILM 0.68MF 5% 250V 
268 D CAPACITOR C542 1-164-346-11 CERAMIC CHIP IMF 16V 
269 D CAPACITOR C543 1-117-665-11 FILM 0.33MF 5% 250V 
270 D CAPACITOR C544 1-164-005-11 CERAMIC CHIP 0.47MF 16V 
271 D CAPACITOR C545 1-117-661-11 FILM 0.15MF 5% 250V 
272 D CAPACITOR C546 1-164-222-91 CERAMIC CHIP 0.22MF 25V 
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273 D CAPACITOR C547 1-136-060-00 FILM 0.047MF 5% 400V 
274 D CAPACITOR C548 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 
275 D CAPACITOR C552 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 
276 D CAPACITOR C557 1-126-947-11 ELECT 47MF 20% 25V 
277 D CAPACITOR C559 1-163-038-91 CERAMIC CHIP 0.1MF 25V 
278 D CAPACITOR C562 1-107-882-11 ELECT 100MF 20% 16V 
279 D CAPACITOR C563 1-164-646-11 CERAMIC 2200pF 10% 500V 
280 D CAPACITOR C564 1-107-823-11 CERAMIC CHIP 0.47MF 10% 16V 
281 D CAPACITOR C576 1-163-243-11 CERAMIC CHIP 47pF 5% 50V 
282 D CAPACITOR C582 1-163-809-11 CERAMIC CHIP 0.047MF 10% 25V 
283 D CAPACITOR C601 1-136-189-00 MYLAR 0.1MF 10% 250V 
284 D CAPACITOR C602 1-115-339-11 CERAMIC CHIP 0.1MF 10% SOV 
285 D CAPACITOR C603 1-107-674-91 ELECT 0.47MF 20% 450V 
286 D CAPACITOR C604 1-126-947-11 ELECT 47MF 20% 25V 
287 D CAPACITOR ! C605 1-113-926-11 CERAMIC 0.0047MF 20% 125V 
288 D CAPACITOR ! C606 1-113-926-11 CERAMIC 0.0047MF 20% 125V 
289 D CAPACITOR C607 1-128-563-11 ELECT 100MF 20% 100V 
290 D CAPACITOR C608 1-115-339-11 CERAMIC CHIP 0.1MF 10% SOV 
291 D CAPACITOR C609 1-113-907-51 CERAMIC 0.0022MF 20% 250V 
292 D CAPACITOR C610 1-162-116-00 CERAMIC 680pF 10% 2KV 
293 D CAPACITOR C611 1-117-753-11 ELECT(BLOCK) 470MF 20% 450V 
294 D CAPACITOR C612 1-131-985-21 FILM 0.033MF 5% 250V 
295 D CAPACITOR C613 1-126-947-11 ELECT 47MF 20% 25V 
296 D CAPACITOR C614 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 
297 D CAPACITOR C615 1-163-037-11 CERAMIC CHIP 0.022MF 1096 50V 
298 D CAPACITOR C616 1-102-228-00 CERAMIC 470pF 10% 500V 
299 D CAPACITOR C617 1-162-116-00 CERAMIC 680pF 10% 2KV 
300 D CAPACITOR C618 1-164-004-11 CERAMIC CHIP 0.1MF 1096 25V 
301 D CAPACITOR C619 1-163-019-00 CERAMIC CHIP 0.0068MF 1096 50V 
302 D CAPACITOR C620 1-126-947-11 ELECT 47MF 20% 25V 
303 D CAPACITOR C621 1-131-723-21 ELECT(BLOCK) 220MF 20% 250V 
304 D CAPACITOR C622 1-163-009-91 CERAMIC CHIP 0.001MF 10% SOV 
305 D CAPACITOR C623 1-128-763-91 ELECT 100MF 20% 100V 
306 D CAPACITOR C624 1-104-666-11 ELECT 220MF 20% 25V 
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307 D CAPACITOR C625 1-115-789-11 ELECT 0.001F 2096 25V 
308 D CAPACITOR C626 1-115-791-11 ELECT 0.0018F 2096 25V 
309 D CAPACITOR C627 1-115-789-11 ELECT 0.001F 20% 25V 
310 D CAPACITOR C628 1-128-548-11 ELECT 4700MF 20% 25V 
311 D CAPACITOR C629 1-126-965-91 ELECT 22MF 20% 50V 
312 D CAPACITOR C630 1-126-947-11 ELECT 47MF 20% 25V 
313 D CAPACITOR C631 1-128-526-91 ELECT 100MF 20% 25V 
314 D CAPACITOR C632 1-104-653-91 ELECT 220MF 20% 16V 
315 D CAPACITOR C634 1-126-934-11 ELECT 220MF 20% 10V 
316 D CAPACITOR C635 1-126-934-11 ELECT 220MF 20% 10V 
317 D CAPACITOR ! C636 1-113-900-11 CERAMIC 470pF 10% 250V 
318 D CAPACITOR ! C637 1-113-900-11 CERAMIC 470pF 10% 250V 
319 D CAPACITOR ! C638 1-104-708-11 FILM 0.47MF 20% 275V 
320 D CAPACITOR ! C639 1-104-708-11 FILM 0.47MF 20% 275V 
321 D CAPACITOR C640 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
322 D CAPACITOR C641 1-163-007-11 CERAMIC CHIP 680pF 10% 50V 
323 D CAPACITOR C642 1-163-005-91 CERAMIC CHIP 470pF 10% 50V 
324 D CAPACITOR C644 1-136-187-11 MYLAR 0.047MF 10% 250V 
325 D CAPACITOR C645 1-126-947-11 ELECT 47MF 20% 25V 
326 D CAPACITOR C646 1-107-674-91 ELECT 0.47MF 20% 450V 
327 D CAPACITOR C647 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
328 D CAPACITOR C648 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
329 D CAPACITOR C649 1-126-929-11 ELECT 4700MF 20% 10V 
330 D CAPACITOR C650 1-162-117-00 CERAMIC 100pF 10% 500V 
331 D CAPACITOR C651 1-164-346-11 CERAMIC CHIP IMF 16V 
332 D CAPACITOR C653 1-126-943-11 ELECT 2200MF 20% 25V 
333 D CAPACITOR C654 1-104-666-11 ELECT 220MF 20% 25V 
334 D CAPACITOR C657 1-162-318-11 CERAMIC 0.001MF 10% 500V 
335 D CAPACITOR C701 1-163-003-11 CERAMIC CHIP 330pF 10% 50V 
336 D CAPACITOR C703 1-163-003-11 CERAMIC CHIP 330pF 10% SOV 
337 D CAPACITOR C704 1-137-150-11 MYLAR 0.01MF 5% SOV 
338 D CAPACITOR C705 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
339 D CAPACITOR C706 1-137-150-11 MYLAR 0.01MF 5% 50V 
340 D CAPACITOR C707 1-104-666-11 ELECT 220MF 20% 25V 
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341 D CAPACITOR C708 1-104-666-11 ELECT 220MF 20% 25V 

342 D CAPACITOR C711 1-163-239-11 CERAMIC CHIP 33pF 5% 50V 

343 D CAPACITOR C712 1-163-239-11 CERAMIC CHIP 33pF 5% 50V 

344 D CAPACITOR C713 1-163-021-91 CERAMIC CHIP 0.01MF 1096 50V 

345 D CAPACITOR C714 1-163-021-91 CERAMIC CHIP 0.01 MF 10% 50V 

346 D CAPACITOR C718 1-163-038-91 CERAMIC CHIP 0.1MF 25V 

347 D CAPACITOR C719 1-163-038-91 CERAMIC CHIP 0.1MF 25V 

348 D CAPACITOR C720 1-163-021-91 CERAMIC CHIP 0.01MF 1096 50V 

349 D CAPACITOR C721 1-128-562-11 ELECT 47MF 20% 100V 

350 D CAPACITOR C723 1-128-560-11 ELECT 22MF 20% 100V 

351 D CAPACITOR C724 1-162-134-11 CERAMIC 470pF 10% 2KV 

352 D CAPACITOR C726 1-163-038-91 CERAMIC CHIP 0.1MF 25V 

353 D CAPACITOR C727 1-163-038-91 CERAMIC CHIP 0.1MF 25V 

354 D CAPACITOR C730 1-163-009-91 CERAMIC CHIP 0.001MF 10% SOV 

355 D CAPACITOR C734 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

356 D CAPACITOR C736 1-126-967-11 ELECT 47MF 20% 50V 

357 D CAPACITOR C737 1-126-967-11 ELECT 47MF 20% 50V 

358 D CAPACITOR C738 1-136-169-00 FILM 0.22MF 5% 50V 

359 D CAPACITOR C761 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

360 D CAPACITOR C901 1-163-809-11 CERAMIC CHIP 0.047MF 10% 25V 

361 D CAPACITOR C902 1-163-009-91 CERAMIC CHIP 0.001MF 10% 50V 

362 D CAPACITOR C903 1-163-259-91 CERAMIC CHIP 220pF 5% 50V 

363 D CAPACITOR C904 1-126-947-11 ELECT 47MF 20% 25V 

364 D CAPACITOR C905 1-163-259-91 CERAMIC CHIP 220pF 5% 50V 

365 D CAPACITOR C906 1-137-372-11 MYLAR 0.022MF 5% SOV 

366 D CAPACITOR C907 1-137-150-11 MYLAR 0.01MF 10% 100V 

367 D CAPACITOR C908 1-137-401-11 MYLAR 0.22MF 10% 100V 

368 D CAPACITOR C909 1-106-375-12 MYLAR 0.022MF 10% 100V 

369 D CAPACITOR C910 1-162-117-00 CERAMIC 100pF 10% 500V 

370 D CAPACITOR C913 1-135-842-51 ELECT 47MF 20% 250V 

371 D CAPACITOR C915 1-137-867-11 FILM 0.00047MF 5% 250V 

372 D CAPACITOR C916 1-117-665-11 FILM 0.33MF 5% 250V 

373 D CAPACITOR C918 1-117-629-11 FILM 2700pF 3% 1.2KV 

374 D CAPACITOR C919 1-115-349-51 CERAMIC 0.01MF 2KV 
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375 D CAPACITOR C920 1-115-349-51 CERAMIC 0.01MF 2KV 

376 D CAPACITOR C921 1-163-038-91 CERAMIC CHIP 0.1MF 25V 

377 D CAPACITOR C923 1-126-959-11 ELECT 0.47MF 20% SOV 

378 D CAPACITOR C929 1-126-963-11 ELECT 4.7MF 20% 50V 

379 D CAPACITOR C930 1-136-169-00 FILM 0.22MF 5% 50V 

380 D CAPACITOR C932 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

381 D CAPACITOR C933 1-126-947-11 ELECT 47MF 20% 25V 

382 D CAPACITOR C935 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

383 D CAPACITOR C936 1-163-009-91 CERAMIC CHIP 0.001MF 10% 50V 
384 D CAPACITOR C937 1-126-961-11 ELECT 2.2MF 20% 50V 

385 D CAPACITOR C938 1-126-935-11 ELECT 470MF 20% 16V 

386 D CAPACITOR C939 1-137-105-11 MYLAR 0.01MF 10% 250V 

387 D CAPACITOR C1623 1-163-038-91 CERAMIC CHIP 0.1MF 25V 

388 D CAPACITOR C1627 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

389 D CAPACITOR C1629 1-163-021-91 CERAMIC CHIP 0.01MF 1096 50V 

390 D CAPACITOR C1630 1-163-038-91 CERAMIC CHIP 0.1MF 25V 

391 D CAPACITOR C1631 1-163-038-91 CERAMIC CHIP 0.1MF 25V 

392 D CONNECTOR CN501 1-793-239-11 PIN, CONNECTOR (PC BOARD) 6P 
393 D CONNECTOR + CN600 1-691-960-11 PIN, CONNECTOR (PC BOARD) 3P 
394 D CONNECTOR + CN601 1-580-689-1 1 PIN, CONNECTOR (PC BOARD) 4P 
395 D CONNECTOR CN604 1-770-724-11 CONNECTOR, BOARD TO BOARD 9P 
396 D CONNECTOR CN904 1-695-915-11 TAB (CONTACT) 

397 D CONNECTOR * | CNIIOI 1-508-879-11 BASE POST 4P 

398 D CONNECTOR CN1102 1-766-921-11 CONNECTOR, BOARD TO BOARD 10P 
399 D CONNECTOR * | CN1103 1-564-509-11 PLUG, CONNECTOR 6P 

400 D CONNECTOR * | CN1602 1-564-506-11 PLUG, CONNECTOR 3P 

401 D DIODE D401 8-719-979-58 DIODE EGP10D 

402 D DIODE D405 8-719-109-85 ZENER DIODE RDS.1ESB2 

403 D DIODE D501 8-719-110-47 ZENER DIODE RD18ESB 

404 D DIODE 0502 8-719-981-00 DIODE ЕКС81-004 

405 D DIODE D503 8-719-110-47 ZENER DIODE RD18ESB 

406 D DIODE D504 8-719-061-21 DIODE FMQ-GSFMS 

407 D DIODE D505 8-719-052-86 DIODE D2L40-TA 

408 D DIODE D506 8-719-062-89 ZENER DIODE Н755В2-ТЕ 
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409 D DIODE D507 8-719-979-58 DIODE EGPIOD 
410 D DIODE D510 8-719-082-50 DIODE 11DF2N-TA2B2 
411 D DIODE 0516 8-719-052-90 DIODE DINL40-TA2 
412 D DIODE D517 8-719-082-50 DIODE 11DF2N-TA2B2 
413 D DIODE D520 8-719-911-19 DIODE 155119-25 
414 D DIODE 0521 8-719-911-19 DIODE 155119-25 
415 D DIODE D601 8-719-110-08 ZENER DIODE RD8.2ES-B2 
416 D DIODE D602 8-719-110-36 ZENER DIODE RD13ES-B2 
417 D DIODE D603 8-719-404-50 DIODE MA111-TX 
418 D DIODE D604 8-719-110-49 ZENER DIODE RD1SES-B2 
419 D DIODE D605 8-719-033-53 ZENER DIODE RD6.8SB2-T1 
420 D DIODE ! D606 8-719-068-00 DIODE ERC04-06SE 
421 D DIODE D607 8-719-404-50 DIODE MA111-TX 
422 D DIODE D608 8-719-991-33 DIODE 155133Т-77 
423 D DIODE D609 8-719-053-19 DIODE UF4007G23 
424 D DIODE D610 8-719-921-40 DIODE MTZJ-4.7C 
425 D DIODE 0611 8-719-053-19 DIODE UF4007G23 
426 D DIODE D612 8-719-110-49 ZENER DIODE RD18ES-B2 
427 D DIODE D613 8-719-300-76 DIODE RH-1A 
428 D DIODE D614 8-719-067-68 DIODE FMC-26UA 
429 D DIODE D615 8-719-053-19 DIODE UF4007G23 
430 D DIODE D616 8-719-076-20 DIODE BT149G-412-OT35 
431 D DIODE D617 8-719-99 1-33 DIODE 155133Т-77 
432 D DIODE D618 8-719-069-63 DIODE ERB38-06V1 
433 D DIODE D619 8-719-058-38 DIODE FMN-G12S 
434 D DIODE D620 8-719-510-41 DIODE D10SC9M 
435 D DIODE D621 8-719-032-12 DIODE DINS6 
436 D DIODE D622 8-719-074-79 DIODE YG911S2R 
437 D DIODE ! D623 8-719-068-00 DIODE ERC04-06SE 
438 D DIODE D624 8-719-404-50 DIODE MA111-TX 
439 D DIODE ! D625 8-719-510-53 DIODE D4SB60L 
440 D DIODE D626 8-719-99 1-33 DIODE 155133Т-77 
441 D DIODE D627 8-719-911-19 DIODE 155119-25 
442 D DIODE D628 8-719-991-33 DIODE 155133Т-77 
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443 D DIODE D629 8-719-404-50 DIODE MA111-TX 
444 D DIODE D630 8-719-110-41 ZENER DIODE RDISES-B2 
445 D DIODE D631 8-719-300-76 DIODE RH-1A 
446 D DIODE D632 8-719-300-76 DIODE RH-1A 
447 D DIODE D633 8-719-083-83 DIODE UDZS-TE17-15B 
448 D DIODE D634 8-719-083-83 DIODE UDZS-TE17-15B 
449 D DIODE D635 8-719-032-11 DIODE DINS4-TR 
450 D DIODE D636 8-719-158-49 ZENER DIODE RD12SB2 
451 D DIODE D639 8-719-109-72 ZENER DIODE RD3.9ES-B2 
452 D DIODE D701 8-719-911-19 DIODE 155119-25 
453 D DIODE D702 8-719-911-19 DIODE 155119-25 
454 D DIODE D703 8-719-911-19 DIODE 155119-25 
455 D DIODE D902 8-719-110-08 ZENER DIODE RD8.2ES-B2 
456 D DIODE D906 8-719-977-40 ZENER DIODE DTZ13B 
457 D DIODE D907 8-719-052-86 DIODE D2L40-TA 
458 D DIODE D909 8-719-110-47 ZENER DIODE RD18ESB 
459 D DIODE D910 8-719-028-72 DIODE RGP02-17EL-6433 
460 D DIODE D911 8-719-018-82 DIODE RGP02-20EL-6394 
461 D DIODE D912 8-719-110-42 ZENER DIODE RDISES-B3 
462 D DIODE D914 8-719-970-83 DIODE HSS82-TJ 
463 D DIODE D917 8-719-110-03 ZENER DIODE RD7.SESB2 
464 D DIODE D918 8-719-404-50 DIODE MA111-TX 
465 D DIODE D919 8-719-069-54 DIODE UDZSTE-175.1B 
466 D DIODE D920 8-719-977-28 ZENER DIODE DTZ10B 
467 D DIODE D923 8-719-404-50 DIODE MA111-TX 
468 D FUSE ! F601 1-576-233-11 FUSE (H.B.C.) (6.3A/250V) 
469 D FERRITE BEAD FB501 1-410-397-21 FERRITE 1.1uH 
470 D FERRITE BEAD FB502 1-410-396-41 FERRITE 0.45uH 
471 D FERRITE BEAD FB503 1-410-396-41 FERRITE 0.45uH 
472 D FERRITE BEAD FB504 1-410-396-41 FERRITE 0.45uH 
473 D COIL FB505 1-412-473-21 INDUCTOR 0uH 
474 D FERRITE BEAD FB601 1-412-911-11 FERRITE 1.1uH 
475 D FERRITE BEAD FB602 1-410-397-21 FERRITE 1.1uH 
476 D FERRITE BEAD FB603 1-410-397-21 FERRITE 1.1uH 
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ATI D FERRITE BEAD FB1000 1-414-231-22 FERRITE OuH 
478 D CHIP CONDUCTOR FB1002 1-216-295-91 SHORT 0 
479 D CHIP CONDUCTOR FB1005 1-216-295-91 SHORT 0 
480 D FERRITE BEAD FB1604 1-410-397-21 FERRITE 1.1uH 
481 D FUSE HOLDER FH601 1-533-223-11 HOLDER, FUSE 
482 D FUSE HOLDER FH602 1-533-223-11 HOLDER, FUSE 
483 D IC IC401 8-759-593-28 IC LA78040 
484 D IC IC501 8-759-570-29 IC uPC6757CS 
485 D IC 1С601 8-759-450-47 ІС BAOST 
486 D IC 1С603 8-759-594-75 ІС TEA1504/N2 
487 D IC 1С604 8-759-637-83 IC PQ12RD8S 
488 D IC IC605 8-759-496-15 ІС BAOSST-V5 
489 D IC 1C607 8-749-016-35 IC TLP621D4-Y-LF2T 
490 D IC 1С608 8-759-586-17 ІС TL1431CZ-AP 
491 D IC IC610 8-759-592-79 IC BAOOAST-V5 
492 D IC IC611 8-759-700-07 ІС NJIM2903M 
493 D IC 1С701 8-759-822-38 ІС І.А6510 
494 р ІС 1С702 8-749-018-54 IC STK391-120 
495 D RTV ы 1C702 7-322-065-48 RUBBER, SILICONE RTV (KE-3490) 
496 D IC 1C703 8-759-803-42 IC LA6500-FA 
497 D IC 1С902 8-759-701-01 ІС NJIM2904M 
498 D IC 1С1603 8-759-822-07 IC LA6515 
499 D CHIP CONDUCTOR ЈЕ! 1-216-295-91 SHORT 0 
500 D CHIP CONDUCTOR JR2 1-216-296-11 SHORT 0 
501 D CHIP CONDUCTOR JR3 1-216-295-91 SHORT 0 
502 D CHIP CONDUCTOR JR4 1-216-296-11 SHORT 0 
503 D CHIP CONDUCTOR JR5 1-216-295-91 SHORT 0 
504 D CHIP CONDUCTOR JR6 1-216-295-91 SHORT 0 
505 D CHIP CONDUCTOR JR7 1-216-296-11 SHORT 0 
506 D CHIP CONDUCTOR JR8 1-216-295-91 SHORT 0 
507 D CHIP CONDUCTOR JR9 1-216-295-91 SHORT 0 
508 D CHIP CONDUCTOR JR10 1-216-295-91 SHORT 0 
509 D CHIP CONDUCTOR JR12 1-216-296-11 SHORT 0 
510 D CHIP CONDUCTOR JR14 1-216-295-91 SHORT 0 
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511 D CHIP CONDUCTOR ЈЕ15 1-216-296-11 SHORT 0 

512 р CHIP CONDUCTOR JR16 1-216-295-91 SHORT 0 

513 D CHIP CONDUCTOR JR17 1-216-295-91 SHORT 0 

514 D CHIP CONDUCTOR JR18 1-216-295-91 SHORT 0 

515 D CHIP CONDUCTOR JR19 1-216-295-91 SHORT 0 

516 D CHIP CONDUCTOR JR20 1-216-295-91 SHORT 0 

517 D CHIP CONDUCTOR JR21 1-216-295-91 SHORT 0 

518 D COIL L501 1-412-537-81 INDUCTOR 100uH 

519 D COIL L502 1-419-870-11 COIL, HORIZONTAL LINEARITY 

520 D COIL L504 1-406-675-81 INDUCTOR 4.7mH 

521 D COIL L505 1-406-675-81 INDUCTOR 4.7mH 

522 D COIL L506 1-406-673-81 INDUCTOR 2.2MH 

523 D COIL L508 1-412-537-81 INDUCTOR 100uH 

524 D COIL 1510 1-411-594-41 INDUCTOR SmH 

525 D COIL Н 1601 1-419-653-11 INDUCTOR 56mH 

526 D COIL L602 1-406-665-81 INDUCTOR 100uH 

527 D COIL L603 1-412-537-81 INDUCTOR 100uH 

528 D COIL L604 1-406-665-81 INDUCTOR 100uH 

529 D COIL L606 1-406-665-81 INDUCTOR 100uH 

530 D COIL L608 1-414-487-41 INDUCTOR ин 

531 D COIL L901 1-419-345-11 COIL, CHOKE 500uH 

532 D COIL L902 1-406-973-21 INDUCTOR 22uH 

533 D FERRITE BEAD L1001 1-412-911-11 FERRITE 1.1uH 

534 D LINE FILTER ! LF602 1-429-180-11 TRANSFORMER, LINE FILTER 

535 D TRANSISTOR 0501 8-729-120-28 TRANSISTOR 2SC1623-L5L6 

536 D TRANSISTOR Q502 8-729-049-86 TRANSISTOR 2PD602AR-115 

537 D TRANSISTOR Q503 8-729-049-85 TRANSISTOR 2PB710AR-115 

538 D TRANSISTOR Q504 8-729-043-53 TRANSISTOR IRFU110 

539 D TRANSISTOR 0505 8-729-056-66 TRANSISTOR 2SC5682-SONY-CA 

540 D TRANSISTOR Q506 8-729-043-63 TRANSISTOR IRFI9634G-LF35 

541 D TRANSISTOR Q507 8-729-120-28 TRANSISTOR 2SC1623-L5L6 

542 D TRANSISTOR 0510 8-729-140-96 TRANSISTOR 250774-34 

543 D TRANSISTOR 0511 8-729-043-41 TRANSISTOR 2SK2098-01MR-F119 

544 D TRANSISTOR Q512 8-729-043-41 TRANSISTOR 2SK2098-01MR-F119 
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545 D TRANSISTOR Q513 8-729-046-62 TRANSISTOR FS30KMJ-3-AZ 

546 D TRANSISTOR Q514 8-729-043-41 TRANSISTOR 2SK2098-01 MR-F119 

547 D TRANSISTOR Q515 8-729-053-82 TRANSISTOR FSIOKMJ-3-AZ 

548 D TRANSISTOR Q601 8-729-030-02 TRANSISTOR DTC144ESA 

549 D TRANSISTOR Q602 8-729-026-49 TRANSISTOR 25А1037АК-Т146-К 

550 D TRANSISTOR Q603 8-729-029-92 TRANSISTOR DTC143ESA 

551 D TRANSISTOR Q605 8-729-050-14 TRANSISTOR 2SK3265(LB2SONY) 

552 D TRANSISTOR Q606 8-729-900-53 TRANSISTOR DTC114EK 

553 D TRANSISTOR Q607 8-729-027-31 TRANSISTOR DTA124EKA-T146 

554 D TRANSISTOR Q608 8-729-029-92 TRANSISTOR DTC143ESA 

555 D TRANSISTOR Q609 8-729-119-78 TRANSISTOR 2SC2785-HFE 

556 D TRANSISTOR Q701 8-729-800-32 TRANSISTOR 25С2362К-С 

557 D TRANSISTOR Q702 8-729-178-43 TRANSISTOR 25С2784 

558 D TRANSISTOR Q703 8-729-204-91 TRANSISTOR 2541049-СК 

559 D TRANSISTOR Q704 8-729-207-82 TRANSISTOR 25С3421-Ү 

560 D TRANSISTOR Q705 8-729-207-89 TRANSISTOR 2SA1358-Y 

561 D TRANSISTOR Q706 8-729-045-47 TRANSISTOR 2SC4620TV2Q 

562 D TRANSISTOR Q707 8-729-026-49 TRANSISTOR 25А1037АК-Т146-К 

563 D TRANSISTOR Q708 8-729-026-49 TRANSISTOR 25А1037АК-Т146-К 

564 D TRANSISTOR Q901 8-729-035-54 TRANSISTOR 251449 

565 D TRANSISTOR Q902 8-729-056-68 TRANSISTOR FSSKM-16A-AT 

566 D TRANSISTOR Q905 8-729-046-80 TRANSISTOR 2SC4634LS-CB11 

567 D TRANSISTOR Q906 8-729-026-49 TRANSISTOR 25А1037АК-Т146-К 

568 D TRANSISTOR Q907 8-729-424-02 TRANSISTOR 2SB709A-QRS-TX 

569 D RESISTOR R401 1-249-383-11 CARBON 1.5 5% 14% 

570 D RESISTOR R402 1-215-867-00 METAL OXIDE 470 5% 1W 

571 D RESISTOR R403 1-214-796-00 METAL 1.5 1% 1/2W 

572 D RESISTOR R404 1-215-449-00 METAL 15K 1% 1/4W 

573 D RESISTOR R405 1-214-796-00 METAL 1.5 1% 1/2W 

574 D RESISTOR R406 1-215-451-00 METAL 18K 1% 1/4W 

575 D RESISTOR R407 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 

576 D RESISTOR R408 1-216-101-00 RES-CHIP 150K 5% 1/10W 

577 D RESISTOR R409 1-208-810-11 METAL CHIP 15K 0.5% 1/10W 

578 D RESISTOR R410 1-208-812-11 METAL CHIP 18K 0.5% 1/10W 
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579 D RESISTOR R412 1-260-292-11 CARBON 1 5% 1/2W 
580 D RESISTOR R413 1-260-292-11 CARBON 1 5% 1/2W 
581 D RESISTOR R501 1-216-049-11 RES-CHIP 1K 5% 1/10W 
582 D RESISTOR R502 1-216-025-11 RES-CHIP 100 5% 1/10W 
583 D RESISTOR R503 1-216-033-00 RES-CHIP 220 5% 1/10W 
584 D RESISTOR R504 1-216-073-91 RES-CHIP 10K 5% 1/10W 
585 D RESISTOR R505 1-216-081-00 RES-CHIP 22K 5% 1/10W 
586 D RESISTOR R506 1-249-393-11 CARBON 10 5% 1/4W 
587 D RESISTOR R507 1-249-433-11 CARBON 22K 5% 1/4W 
588 D RESISTOR R508 1-215-861-00 METAL OXIDE 47 5% 1W 
589 D RESISTOR R509 1-249-377-11 CARBON 0.47 5% 1/4W 
590 D RESISTOR R510 1-244-158-11 METAL 1.5 0.5% 10W 
591 D RESISTOR R513 1-216-423-11 METAL OXIDE 27 5% 1W 
592 D RESISTOR R514 1-249-397-11 CARBON 22 5% 1/4W 
593 D RESISTOR R515 1-249-425-11 CARBON 4.7K 5% 1/4W 
594 D RESISTOR R516 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
595 D RESISTOR R517 1-216-089-91 RES-CHIP 47K 5% 1/10W 
596 D RESISTOR R518 1-216-033-00 RES-CHIP 220 5% 1/10W 
597 D RESISTOR R519 1-216-037-00 RES-CHIP 330 5% 1/10W 
598 D RESISTOR R522 1-216-685-11 METAL CHIP 27K 0.5% 1/10W 
599 D RESISTOR R523 1-208-822-11 METAL CHIP 47K 0.5% 1/10W 
600 D RESISTOR R525 1-208-794-11 METAL CHIP 3.3K 0.5% 1/10W 
601 D RESISTOR R526 1-216-079-00 RES-CHIP 18K 5% 1/10W 
602 D RESISTOR R527 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
603 D RESISTOR R528 1-216-073-91 RES-CHIP 10K 5% 1/10W 
604 D RESISTOR R529 1-208-822-11 METAL CHIP 47K 0.5% 1/10W 
605 D RESISTOR R530 1-208-794-11 METAL CHIP 3.3K 0.5% 1/10W 
606 D CHIP CONDUCTOR R532 1-216-295-91 SHORT 0 
607 D RESISTOR R536 1-215-863-11 METAL OXIDE 100 5% 1W 
608 D RESISTOR R545 1-216-057-00 RES-CHIP 2.2K 5% 1/10W 
609 D RESISTOR R546 1-215-890-11 METAL OXIDE 470 5% 2W 
610 D RESISTOR R547 1-215-387-00 METAL 39 1% 1/4W 
611 D RESISTOR R548 1-260-318-71 CARBON 150 5% 1/2W 
612 D RESISTOR R549 1-260-314-11 CARBON 68 5% 1/2W 
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613 D RESISTOR R550 1-247-887-00 CARBON 220K 5% 1/4W 
614 D RESISTOR R552 1-249-438-11 CARBON 56K 5% 1/4W 
615 D RESISTOR R553 1-249-437-11 CARBON 47K 5% 1/4W 
616 D RESISTOR R555 1-249-437-11 CARBON 47K 5% 1/4W 
617 D RESISTOR R557 1-249-437-11 CARBON 47K 5% 1/4W 
618 D RESISTOR R559 1-249-437-11 CARBON 47K 5% 1/4W 
619 D RESISTOR R563 1-216-025-11 RES-CHIP 100 5% 1/10W 
620 D RESISTOR R564 1-216-049-11 RES-CHIP 1K 5% 1/10W 
621 D RESISTOR R565 1-216-025-11 RES-CHIP 100 5% 1/10W 
622 D RESISTOR R566 1-216-025-11 RES-CHIP 100 5% 1/10W 
623 D RESISTOR R567 1-216-025-11 RES-CHIP 100 5% 1/10W 
624 D RESISTOR R569 1-208-774-11 METAL CHIP 470 0.5% 1/10W 
625 D RESISTOR R575 1-216-041-00 RES-CHIP 470 5% 1/10W 
626 D RESISTOR R580 1-249-413-11 CARBON 470 5% 1/4W 
627 D RESISTOR R584 1-216-475-11 METAL OXIDE 120 5% 3W 
628 D RESISTOR R585 1-216-381-11 METAL OXIDE 0.22 5% 3W 
629 D RESISTOR R586 1-215-911-11 METAL OXIDE 100 5% 3W 
630 D RESISTOR R589 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
631 D RESISTOR R590 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
632 D RESISTOR R591 1-249-425-11 CARBON 4.7K 5% 1/4W 
633 D RESISTOR R592 1-249-425-11 CARBON 4.7K 5% 1/4W 
634 D RESISTOR R593 1-216-073-91 RES-CHIP 10K 5% 1/10W 
635 D RESISTOR R594 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
636 D CHIP CONDUCTOR R598 1-216-295-91 SHORT 0 
637 D RESISTOR R601 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
638 D RESISTOR R602 1-249-389-1 1 CARBON 4.7 5% 1/4W 
639 D RESISTOR R603 1-216-057-00 RES-CHIP 2.2K 5% 1/10W 
640 D RESISTOR R604 1-219-759-11 CARBON ІМ 5% 1/2W 
641 D RESISTOR R605 1-208-794-11 METAL CHIP 3.3K 0.5% 1/10W 
642 D RESISTOR R606 1-216-025-11 RES-CHIP 100 5% 1/10W 
643 D RESISTOR R607 1-215-481-00 METAL 330K 1% 1/4W 
644 D RESISTOR R608 1-208-820-11 METAL CHIP 39K 0.5% 1/10W 
645 D RESISTOR R609 1-219-754-11 CARBON 680K 5% 1/2W 
646 D CHIP CONDUCTOR R610 1-216-295-91 SHORT 0 
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647 D RESISTOR R611 1-247-889-00 CARBON 270K 5% 1/4W 
648 D RESISTOR R612 1-216-079-00 RES-CHIP 18K 5% 1/10W 
649 D RESISTOR R613 1-208-798-11 METAL CHIP 4.7K 0.5% 1/10W 
650 D RESISTOR R614 1-216-655-11 METAL CHIP 1.5K 0.5% 1/10W 
651 D RESISTOR R615 1-216-615-11 METAL CHIP 33 0.5% 1/10W 
652 D RESISTOR R616 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 
653 D CHIP CONDUCTOR R617 1-216-295-91 SHORT 0 
654 D RESISTOR R618 1-215-471-00 METAL 120K 1% 1/4W 
655 D RESISTOR R619 1-215-471-00 METAL 120K 1% 1/4W 
656 D RESISTOR R620 1-215-471-00 METAL 120K 1% 1/4W 
657 D RESISTOR R621 1-208-822-11 METAL CHIP 47K 0.5% 1/10W 
658 D RESISTOR R622 1-216-073-91 RES-CHIP 10K 5% 1/10W 
659 D RESISTOR R623 1-216-105-91 RES-CHIP 220K 5% 1/10W 
660 D RESISTOR R624 1-208-800-11 METAL CHIP 5.6K 0.5% 1/10W 
661 D RESISTOR R625 1-202-933-61 FUSIBLE 0.1 10% 1/2W 
662 D RESISTOR R626 1-215-927-00 METAL OXIDE 47K 5% 3W 
663 D RESISTOR R627 1-219-513-11 CARBON 4.7M 5% 1/2W 
664 D RESISTOR R628 1-247-897-11 CARBON 560K 5% 1/4W 
665 D RESISTOR R629 1-216-121-11 RES-CHIP ІМ 5% 1/10W 
666 D RESISTOR R630 1-215-405-00 METAL 220 1% 1/4W 
667 D RESISTOR R631 1-208-782-11 METAL CHIP 1K 0.5% 1/10W 
668 D RESISTOR R632 1-208-836-11 METAL CHIP 180K 0.5% 1/10W 
669 D RESISTOR R633 1-208-818-11 METAL CHIP 33K 0.5% 1/10W 
670 D RESISTOR R634 1-216-049-11 RES-CHIP 1K 5% 1/10W 
671 D RESISTOR R635 1-208-832-11 METAL CHIP 120K 0.5% 1/10W 
672 D RESISTOR R636 1-249-381-11 CARBON 1 5% 1/4W 
673 D RESISTOR R637 1-215-893-11 METAL OXIDE 1.5K 5% 2W 
674 D RESISTOR R638 1-215-893-11 METAL OXIDE 1.5K 5% 2W 
675 D RESISTOR R639 1-211-962-11 METAL CHIP 27 0.5% 1/10W 
676 D RESISTOR R640 1-217-152-00 METAL 0.33 10% 2W 
677 D RESISTOR R641 1-217-152-00 METAL 0.33 10% 2W 
678 D RESISTOR R642 1-249-381-11 CARBON 1 5% 1/4W 
679 D RESISTOR R643 1-247-791-91 CARBON 22 5% 1/4W 
680 D RESISTOR R644 1-247-807-31 CARBON 100 5% 1/4W 
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681 D RESISTOR R646 1-249-406-11 CARBON 120 5% 1/4W 

682 D RESISTOR R651 1-249-441-11 CARBON 100K 5% 1/4W 

683 D RESISTOR R652 1-215-917-11 METAL OXIDE 1K 5% 3W 

684 D RESISTOR R653 1-215-902-11 METAL OXIDE 47K 5% 2W 

685 D RESISTOR R657 1-249-417-11 CARBON IK 5% 1/4W 

686 D RESISTOR R658 1-216-346-00 METAL OXIDE 0.56 5% 1W 

687 D RESISTOR R659 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 

688 D RESISTOR R660 1-208-798-11 METAL CHIP 4.7K 0.5% 1/10W 

689 D CHIP CONDUCTOR R661 1-216-295-91 SHORT 0 

690 D RESISTOR R664 1-215-902-11 METAL OXIDE 47K 5% 2W 

691 D RESISTOR R672 1-249-407-11 CARBON 150 5% 1/4W 

692 D RESISTOR ! R674 1-220-827-91 RESISTOR 560K 5% 1/2W 

693 D RESISTOR R676 1-215-467-00 METAL 82K 1% 1/4W 

694 D RESISTOR R677 1-216-025-11 RES-CHIP 100 5% 1/10W 

695 D RESISTOR R678 1-208-776-11 METAL CHIP 560 0.5% 1/10W 

696 D RESISTOR R679 1-247-895-91 CARBON 470K 5% 1/4W 

697 D RESISTOR R680 1-208-792-11 METAL CHIP 2.7K 0.5% 1/10W 

698 D RESISTOR R681 1-215-466-00 METAL 75K 1% 1/4W 

699 D RESISTOR R682 1-215-463-00 METAL 56K 1% 1/4W 

700 D RESISTOR R684 1-216-009-91 RES-CHIP 22 5% 1/10W 

701 D RESISTOR R685 1-216-073-91 RES-CHIP 10K 5% 1/10W 

702 D RESISTOR R686 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 

703 D RESISTOR R687 1-216-689-11 RES-CHIP 39K 5% 1/10W 

704 D RESISTOR R693 1-219-513-11 CARBON 4.7M 5% 1/2W 

705 D RESISTOR R698 1-208-810-11 METAL CHIP 15K 0.5% 1/10W 

706 D RESISTOR R700 1-216-095-00 RES-CHIP 82K 5% 1/10W 

707 D RESISTOR R701 1-249-385-11 CARBON 2.2 5% 1/4W 

708 D RESISTOR R702 1-216-073-91 RES-CHIP 10K 5% 1/10W 

709 D RESISTOR R703 1-249-385-11 CARBON 2.2 5% 1/4W 

710 D RESISTOR R704 1-216-049-11 RES-CHIP 1K 5% 1/10W 

711 D RESISTOR R705 1-208-840-11 METAL CHIP 270K 0.5% 1/10W 

712 D RESISTOR R706 1-215-887-00 METAL OXIDE 150 5% 2W 

713 D RESISTOR R707 1-249-440-11 CARBON 82K 5% 1/4W 

714 D RESISTOR R709 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
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715 D RESISTOR R710 1-208-804-11 METAL CHIP 8.2K 0.5% 1/10W 
716 D RESISTOR R711 1-208-805-11 METAL CHIP 9.1K 0.5% 1/10W 
717 D RESISTOR R712 1-249-425-11 CARBON 4.7K 5% 1/4W 

718 D RESISTOR R713 1-215-887-00 METAL OXIDE 150 5% 2W 
719 D RESISTOR R716 1-249-385-11 CARBON 2.2 5% 1/4W 

720 D RESISTOR R717 1-249-385-11 CARBON 2.2 5% 1/4W 

721 D RESISTOR R718 1-215-866-11 METAL OXIDE 330 5% 1W 
722 D RESISTOR R719 1-216-373-11 METAL OXIDE 2.2 5% 2W 

723 D RESISTOR R721 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 
724 D RESISTOR R722 1-215-866-11 METAL OXIDE 330 5% 1W 

725 D RESISTOR R724 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 
726 D RESISTOR R725 1-216-373-11 METAL OXIDE 2.2 5% 2W 

727 D RESISTOR R726 1-208-804-11 METAL CHIP 8.2K 0.5% 1/10W 
728 D RESISTOR R727 1-208-804-11 METAL CHIP 8.2K 0.5% 1/10W 
729 D RESISTOR R728 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 
730 D RESISTOR R729 1-208-804-11 METAL CHIP 8.2K 0.5% 1/10W 
731 D RESISTOR R731 1-216-081-00 RES-CHIP 22K 5% 1/10W 

732 D RESISTOR R732 1-249-383-11 CARBON 1.5 5% 1/4W 

733 D RESISTOR R733 1-215-859-00 METAL OXIDE 22 5% 1W 

734 D RESISTOR R734 1-215-865-11 METAL OXIDE 220 5% 1W 

735 D RESISTOR R735 1-208-798-11 METAL CHIP 4.7K 0.5% 1/10W 
736 D RESISTOR R737 1-216-059-00 RES-CHIP 2.7K 5% 1/10W 

737 D RESISTOR R738 1-216-069-00 RES-CHIP 6.8K 5% 1/10W 

738 D RESISTOR R739 1-215-457-00 METAL 33K 1% 1/4W 

739 D RESISTOR R740 1-216-089-91 RES-CHIP 47K 5% 1/10W 

740 D RESISTOR R741 1-216-049-11 RES-CHIP 1K 5% 1/10W 

741 D RESISTOR R742 1-208-799-11 METAL CHIP 5.1K 0.5% 1/10W 
742 D RESISTOR R743 1-208-770-11 METAL CHIP 330 0.5% 1/10W 
743 D RESISTOR R744 1-249-413-11 CARBON 470 5% 1/4W 

744 D RESISTOR R745 1-249-385-11 CARBON 2.2 5% 1/4W 

745 D RESISTOR R746 1-249-385-11 CARBON 2.2 5% 1/4W 

746 D RESISTOR R747 1-215-881-11 METAL OXIDE 15 5% 2W 

TAT D RESISTOR R748 1-219-510-11 CARBON 470K 5% 1/2W 

748 D RESISTOR R749 1-216-057-00 RES-CHIP 2.2K 5% 1/10W 
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749 D RESISTOR R754 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 

750 D RESISTOR R755 1-208-804-11 METAL CHIP 8.2K 0.5% 1/10W 

751 D RESISTOR R758 1-249-385-11 CARBON 2.2 5% 1/4W 

752 D RESISTOR R759 1-249-385-11 CARBON 2.2 5% 1/4W 

753 D RESISTOR R760 1-216-093-91 RES-CHIP 68K 5% 1/10W 

754 D RESISTOR R901 1-247-807-31 CARBON 100 5% 1/4W 

755 D RESISTOR R902 1-216-073-91 RES-CHIP 10K 5% 1/10W 

756 D RESISTOR R903 1-208-830-11 METAL CHIP 100K 0.5% 1/10W 

757 D RESISTOR R904 1-208-814-91 METAL CHIP 22K 0.5% 1/10W 

758 D RESISTOR R905 1-247-895-91 CARBON 470K 596 1/4W 

759 D RESISTOR R906 1-249-429-11 CARBON 10K 596 1/4W 

760 D RESISTOR R908 1-249-429-11 CARBON 10K 5% 1/4W 

761 D RESISTOR R909 1-219-727-11 METAL 68 5% 10W 

762 D RESISTOR R910 1-215-475-00 METAL 180K 1% 1/4W 

763 D RESISTOR R911 1-249-401-11 CARBON 47 5% 1/4W 

764 D RESISTOR R912 1-249-417-11 CARBON IK 5% 1/4W 

765 D RESISTOR R913 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 

766 D RESISTOR R915 1-249-397-11 CARBON 22 5% 1/4W 

767 D RESISTOR R916 1-249-401-11 CARBON 47 5% 1/4W 

768 D RESISTOR R917 1-249-385-11 CARBON 2.2 5% 1/4W 

769 D RESISTOR R918 1-214-935-00 METAL 820K 1% 1/2W 

770 D RESISTOR R919 1-216-073-91 RES-CHIP 10K 5% 1/10W 

771 D RESISTOR R920 1-208-822-11 METAL CHIP 47K 0.5% 1/10W 

7712 D RESISTOR R921 1-249-425-11 CARBON 4.7K 5% 1/4W 

773 р RESISTOR R923 1-215-467-00 METAL 82K 1% 1/4W 

774 р RESISTOR R931 1-219-748-11 CARBON 4.7K 5% 1/2W 

775 р RESISTOR R932 1-208-796-11 METAL CHIP 3.9K 0.5% 1/10W 

776 D RESISTOR R933 1-208-794-11 METAL CHIP 3.3K 0.5% 1/10W 

777 D RESISTOR R934 1-260-300-11 CARBON 4.7 5% 1/2W 

778 р RESISTOR R935 1-215-433-00 METAL 3.3K 1% 1/4W 

779 р RESISTOR R936 1-219-398-51 METAL 2.2M 5% 1W 

780 D RESISTOR R937 1-216-049-11 RES-CHIP 1K 5% 1/10W 

781 D RESISTOR R938 1-216-111-00 RES-CHIP 390K 5% 1/10W 

782 D RESISTOR R939 1-216-095-00 RES-CHIP 82K 5% 1/10W 
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783 D RESISTOR R940 1-216-109-00 RES-CHIP 330K 5% 1/10W 
784 D RESISTOR R941 1-219-621-91 METAL 22M 10% 1/4W 
785 D RESISTOR R942 1-216-121-11 RES-CHIP 1M 5% 1/10W 
786 D RESISTOR R943 1-216-097-11 RES-CHIP 100K 596 1/10W 
787 D RESISTOR R944 1-216-049-11 RES-CHIP IK 596 1/10W 
788 D RESISTOR R945 1-216-025-11 RES-CHIP 100 5% 1/10W 
789 D RESISTOR R946 1-216-073-91 RES-CHIP 10K 5% 1/10W 
790 D RESISTOR R950 1-216-049-11 RES-CHIP 1K 5% 1/10W 
791 D RESISTOR R951 1-216-121-11 RES-CHIP 1M 5% 1/10W 
792 D RESISTOR R952 1-216-057-00 RES-CHIP 2.2K 5% 1/10W 
793 D RESISTOR R953 1-216-129-00 RES-CHIP 2.2M 5% 1/10W 
794 D RESISTOR R954 1-218-179-11 RES-CHIP 10M 5% 1/10W 
795 D RESISTOR R955 1-218-179-11 RES-CHIP 10M 5% 1/10W 
796 D RESISTOR R1601 1-249-385-11 CARBON 2.2 5% 1/4W 
797 D RESISTOR R1602 1-249-385-11 CARBON 2.2 5% 1/4W 
798 D RESISTOR R1621 1-216-298-00 RES-CHIP 2.2 5% 1/10W 
799 D RESISTOR R1624 1-216-057-00 RES-CHIP 2.2K 5% 1/10W 
800 D RESISTOR R1631 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 
801 D RESISTOR R1635 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 
802 D RESISTOR R1636 1-215-859-00 METAL OXIDE 22 5% 1W 
803 D RESISTOR R1640 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 
804 D RESISTOR R1644 1-215-457-00 METAL 33K 1% 1/4W 
805 D RESISTOR RA753 1-249-393-11 CARBON 10 5% 1/4W 
806 D VARIABLE RESISTOR ! RV901 1-241-767-21 RES, ADJ, CERMET 100K (HV ADJ) 
807 D VR COVER RV901 3-710-578-01 COVER, VOLUME, 6 MOLD 
808 D RTV * RV901 7-322-065-48 RUBBER, SILICONE RTV (KE-3490) 
809 D RELAY ! RY601 1-755-067-21 RELAY, AC POWER 
810 D RELAY ! RY602 1-755-318-11 RELAY, AC POWER 
811 D RELAY t RY603 1-755-013-11 RELAY 
812 D SWITCH 5501 1-692-465-11 SWITCH, SLIDE (RASTER CENTER TAP SWITCH) 
813 D SWITCH 5602 1-771-757-12 SWITCH, PUSH (1 KEY) (POWER) 
814 D SPARK GAP ! 56603 1-533-982-21 GAP, SPARK 
815 D SPARK GAP 50902 1-519-422-11 GAP, SPARK 
816 D SPARK GAP 50903 1-519-422-11 GAP, SPARK 
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817 D TRANSFORMER T501 1-437-459-11 TRANSFORMER, HORIZONTAL DRIVE 
818 D TRANSFORMER T503 1-435-140-21 TRANSFORMER, FERRITE (LCT) 

819 D TRANSFORMER T509 1-437-458-11 TRANSFORMER,HORIZONTAL CENTRIN 

820 D TRANSFORMER t T602 1-437-460-11 TRANSFORMER, CONVERTER 

821 D TRANSFORMER T701 1-435-129-11 TRANSFORMER, FERRITE (DFT) 

822 D TRANSFORMER ! T901 1-453-377-11 TRANSFORMER ASSY, FLYBACK (МХ-4703/УОМ4) 

823 D THERMISTOR TH401 1-807-970-11 THERMISTOR 

824 D THERMISTOR ! TH600 1-809-260-11 THERMISTOR, МЕС (NTH22D6R0QA) 

825 D THERMISTOR ! TH601 1-803-540-11 THERMISTOR 

826 D VARISTOR у VA601 1-801-073-31 VARISTOR TNR14V471K660 

827 DA CAPACITOR C1101 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

828 DA CAPACITOR C1102 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

829 DA CAPACITOR C1103 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

830 DA CAPACITOR C1104 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

831 DA CAPACITOR C1105 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 

832 DA CAPACITOR C1108 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 

833 DA CAPACITOR C1109 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

834 DA CAPACITOR C1110 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

835 DA CAPACITOR СИИ 1-163-021-91 CERAMIC CHIP 0.01МЕ 10% SOV 

836 DA CAPACITOR C1112 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

837 DA CAPACITOR C1113 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 

838 DA CAPACITOR C1114 1-163-017-00 CERAMIC CHIP 0.0047MF 10% 50V 

839 DA CAPACITOR C1115 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

840 DA CAPACITOR C1116 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

841 DA CAPACITOR C1117 1-163-019-00 CERAMIC CHIP 0.0068MF 10% 50V 

842 DA CAPACITOR C1118 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

843 DA CAPACITOR C1119 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 

844 DA CAPACITOR C1120 1-163-251-11 CERAMIC CHIP 100pF 5% 50V 

845 DA CAPACITOR C1121 1-163-019-00 CERAMIC CHIP 0.0068MF 10% SOV 

846 DA CAPACITOR C1122 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

847 DA CAPACITOR C1123 1-163-809-11 CERAMIC CHIP 0.047MF 10% 25V 

848 DA CAPACITOR C1124 1-163-251-11 CERAMIC CHIP 100pF 5% 50V 

849 DA CAPACITOR C1125 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 

850 DA CAPACITOR C1126 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 
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851 DA CAPACITOR CT127 1-125-838-11 CERAMIC CHIP 2.2MF 10% 6.3V 
852 DA CAPACITOR C1128 1-126-246-11 ELECT CHIP 220MF 20% 4V 
853 DA CAPACITOR C1129 1-163-007-11 CERAMIC CHIP 680pF 10% 50V 
854 DA CAPACITOR C1130 1-164-492-11 CERAMIC CHIP 0.15MF 10% 16V 
855 DA CAPACITOR C1131 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
856 DA CAPACITOR C1132 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 
857 DA CAPACITOR C1133 1-126-246-11 ELECT CHIP 220MF 20% 4V 
858 DA CAPACITOR C1137 1-126-205-11 ELECT CHIP 47MF 20% 6.3V 
859 DA CAPACITOR C1138 1-163-251-11 CERAMIC CHIP 100pF 5% 50V 
860 DA CAPACITOR C1139 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 
861 DA CAPACITOR C1140 1-163-251-11 CERAMIC CHIP 100pF 5% 50V 
862 DA DIODE D1104 8-719-027-76 DIODE 188357-TPH3 
863 DA DIODE D1105 8-719-067-40 ZENER DIODE STZ6.8N-T146 
864 DA DIODE D1106 8-719-067-40 ZENER DIODE STZ6.8N-T146 
865 DA DIODE D1107 8-719-067-40 ZENER DIODE STZ6.8N-T146 
866 DA FERRITE BEAD FB1101 1-543-963-22 FERRITE 
867 DA IC IC1101 8-759-697-78 IC CXD9563Q 
868 DA IC IC1102 8-759-701-01 ІС NJM2904M 
869 DA RESISTOR R1101 1-216-025-11 RES-CHIP 100 5% 1/10W 
870 DA RESISTOR R1102 1-216-057-00 RES-CHIP 2.2K 5% 1/10W 
871 DA RESISTOR R1103 1-216-025-11 RES-CHIP 100 5% 1/10W 
872 DA RESISTOR R1106 1-208-822-11 METAL CHIP 47K 0.5% 1/10W 
873 DA RESISTOR R1108 1-216-067-00 RES-CHIP 5.6K 5% 1/10W 
874 DA RESISTOR R1109 1-216-067-00 RES-CHIP 5.6K 5% 1/10W 
875 DA RESISTOR Е1110 1-208-806-11 METAL CHIP 10K 0.5% 1/10W 
876 DA RESISTOR R1111 1-208-804-11 METAL CHIP 8.2K 0.5% 1/10W 
877 DA RESISTOR R1112 1-216-073-91 RES-CHIP 10K 5% 1/10W 
878 DA RESISTOR R1113 1-208-796-11 METAL CHIP 3.9K 0.5% 1/10W 
879 DA RESISTOR R1114 1-216-049-11 RES-CHIP 1K 5% 1/10W 
880 DA RESISTOR КІ115 1-208-822-11 METAL CHIP 47K 0.5% 1/10W 
881 DA RESISTOR R1116 1-216-655-11 METAL CHIP 1.5K 0.5% 1/10W 
882 DA RESISTOR Е1118 1-216-073-91 RES-CHIP 10K 5% 1/10W 
883 DA RESISTOR R1119 1-216-049-11 RES-CHIP 1K 5% 1/10W 
884 DA RESISTOR R1122 1-208-790-11 METAL CHIP 2.2K 0.5% 1/10W 
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885 DA RESISTOR R1123 1-208-787-11 METAL CHIP 1.6K 0.5% 1/10W 
886 DA RESISTOR R1124 1-208-774-11 METAL CHIP 470 0.5% 1/10W 
887 DA RESISTOR R1125 1-208-790-11 METAL CHIP 2.2K 0.5% 1/10W 
888 DA RESISTOR R1126 1-216-642-11 METAL CHIP 430 0.5% 1/10W 
889 DA RESISTOR R1127 1-216-073-91 RES-CHIP 10K 5% 1/10W 
890 DA RESISTOR R1128 1-216-105-91 RES-CHIP 220K 5% 1/10W 
891 DA RESISTOR R1129 1-208-814-91 METAL CHIP 22K 0.5% 1/10W 
892 DA RESISTOR R1131 1-216-025-11 RES-CHIP 100 5% 1/10W 
893 DA RESISTOR R1132 1-216-025-11 RES-CHIP 100 5% 1/10W 
894 DA RESISTOR R1133 1-216-121-11 RES-CHIP 1M 5% 1/10W 
895 DA RESISTOR R1134 1-208-794-11 METAL CHIP 3.3K 0.5% 1/10W 
896 DA RESISTOR R1135 1-216-121-11 RES-CHIP ІМ 5% 1/10W 
897 DA RESISTOR R1136 1-216-049-11 RES-CHIP 1K 5% 1/10W 
898 DA RESISTOR R1137 1-208-836-11 METAL CHIP 180K 0.5% 1/10W 
899 DA RESISTOR R1139 1-208-822-11 METAL CHIP 47K 0.5% 1/10W 
900 DA RESISTOR R1141 1-216-025-11 RES-CHIP 100 5% 1/10W 
901 DA CHIP CONDUCTOR R1142 1-216-295-91 SHORT 0 
902 DA NETWORK RESISTOR RB1101 1-233-576-11 RES, CHIP NETWORK 100 
903 DA NETWORK RESISTOR RB1102 1-233-412-11 RES, CHIP NETWORK 1.0K 
904 DA NETWORK RESISTOR RB1103 1-233-412-11 RES, CHIP NETWORK 1.0K 
905 DA NETWORK RESISTOR RB1104 1-233-576-11 RES, CHIP NETWORK 100 
906 DA NETWORK RESISTOR RB1105 1-233-576-11 RES, CHIP NETWORK 100 
907 DA NETWORK RESISTOR RB1106 1-233-412-11 RES, CHIP NETWORK 1.0K 
908 H4 CAPACITOR C1407 1-126-947-11 ELECT 47MF 20% 16V 
909 H4 CAPACITOR C1498 1-130-495-00 MYLAR 0.1MF 5% 50V 
910 H4 CONNECTOR * | CN1400 1-564-523-11 PLUG, CONNECTOR 8P 
911 H4 DIODE D1400 8-719-056-13 DIODE SML79423C-TP15 (POWER) 
912 H4 DIODE D1402 8-719-109-84 ZENER DIODE RDS.1ES-B1 
913 H4 DIODE D1403 8-719-109-84 ZENER DIODE RDS.1ES-B1 
914 H4 FERRITE BEAD FB1402 1-412-911-11 FERRITE 1.1uH 
915 H4 FERRITE BEAD FB1403 1-412-911-11 FERRITE 1.1uH 
916 H4 TRANSISTOR Q1400 8-729-029-66 TRANSISTOR DTC114ESA 
917 H4 TRANSISTOR Q1401 8-729-029-68 TRANSISTOR DTC114TSA 
918 H4 RESISTOR R1400 1-215-405-00 METAL 220 1% 1/4W 
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919 НА RESISTOR R1401 1-215-405-00 METAL 220 1% 1/4W 

920 H4 RESISTOR R1402 1-215-397-00 METAL 100 1% 1/4W 

921 H4 RESISTOR R1403 1-215-397-00 METAL 100 1% 1/4W 

922 H4 RESISTOR R1404 1-215-413-00 METAL 470 1% 1/4W 

923 H4 RESISTOR R1406 1-249-407-11 CARBON 150 5% 1/4W 

924 H4 RESISTOR R1407 1-249-409-11 CARBON 220 5% 1/4W 

925 H4 RESISTOR R1419 1-249-441-11 CARBON 100K 5% 1/4W 

926 H4 RESISTOR R1420 1-249-429-11 CARBON 10K 5% 1/4W 

927 H4 RESISTOR R1421 1-215-445-00 METAL 10K 1% 1/4W 

928 H4 RESISTOR R1424 1-215-453-00 METAL 22K 1% 1/4W 

929 H4 SWITCH $1400 1-762-196-21 SWITCH, TACT (+) 

930 H4 SWITCH 51401 1-762-196-21 SWITCH, ТАСТ (-) 

931 НА SWITCH 51402 1-762-196-21 SWITCH, ТАСТ (BRT+) 

932 H4 SWITCH 51404 1-762-196-21 SWITCH, ТАСТ (CONT-) 

933 H4 SWITCH 51405 1-762-196-21 SWITCH, ТАСТ (MENU) 

934 H4 THERMISTOR TH1400 1-807-796-11 THERMISTOR 

935 N CAPACITOR C1001 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 

936 N CAPACITOR C1002 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

937 N CAPACITOR C1004 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

938 N CAPACITOR C1005 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

939 N CAPACITOR C1014 1-126-205-11 ELECT CHIP 47MF 20% 6.3V 

940 N CAPACITOR C1015 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 

941 N CAPACITOR C1016 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 

942 N CAPACITOR C1017 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

943 N CAPACITOR C1018 1-163-220-11 CERAMIC CHIP 3pF 0.25pF 50V 

944 N CAPACITOR C1019 1-163-235-11 CERAMIC CHIP 22pF 5% 50V 

945 N CAPACITOR C1020 1-126-206-11 ELECT CHIP 100MF 20% 6.3V 

946 N CAPACITOR C1021 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

947 N CAPACITOR C1022 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

948 N CAPACITOR C1023 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

949 N CAPACITOR C1027 1-163-021-91 CERAMIC CHIP 0.01MF 10% SOV 

950 N CAPACITOR C1028 1-164-004-11 CERAMIC CHIP 0.1MF 10% 25V 

951 N CAPACITOR C1029 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 

952 N CAPACITOR C1030 1-163-021-91 CERAMIC CHIP 0.01MF 10% 50V 
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953 N DIODE D1001 8-719-404-50 DIODE MA111-TX 

954 N FERRITE BEAD FB1001 1-543-963-22 FERRITE 

955 N CHIP CONDUCTOR FB1005 1-216-295-91 SHORT 0 

956 N IC IC1001 6-700-872-01 IC TMP91CW18F-2C43(Z) 
957 N IC 1С1002 8-759-420-77 ІС PST574CMT-TI 

958 N IC 1С1003 8-759-641-86 ІС BR24C16F-E2 

959 N TRANSISTOR Q1001 8-729-029-06 TRANSISTOR DTC124EUA-T106 
960 N RESISTOR R1001 1-216-125-00 RES-CHIP 1.5M 5% 1/10W 
961 N RESISTOR R1003 1-216-025-11 RES-CHIP 100 5% 1/10W 
962 N RESISTOR R1004 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
963 N RESISTOR #1005 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
964 N RESISTOR R1006 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
965 N RESISTOR R1008 1-216-025-11 RES-CHIP 100 5% 1/10W 
966 N RESISTOR R1009 1-216-025-11 RES-CHIP 100 5% 1/10W 
967 N RESISTOR R1010 1-216-049-11 RES-CHIP 1K 5% 1/10W 
968 N RESISTOR R1011 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
969 N RESISTOR R1012 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
970 N RESISTOR R1014 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
971 N RESISTOR #1015 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
972 N RESISTOR R1016 1-216-025-11 RES-CHIP 100 5% 1/10W 
973 N RESISTOR R1017 1-216-049-11 RES-CHIP 1K 5% 1/10W 
974 N RESISTOR R1018 1-216-017-91 RES-CHIP 47 5% 1/10W 
975 N RESISTOR R1019 1-216-017-91 RES-CHIP 47 5% 1/10W 
976 N RESISTOR R1020 1-216-017-91 RES-CHIP 47 5% 1/10W 
977 N RESISTOR R1021 1-216-017-91 RES-CHIP 47 5% 1/10W 
978 N RESISTOR R1022 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
979 N RESISTOR R1023 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
980 N RESISTOR R1040 1-216-025-11 RES-CHIP 100 5% 1/10W 
981 N RESISTOR R1041 1-216-065-91 RES-CHIP 4.7K 5% 1/10W 
982 N RESISTOR R1042 1-216-073-91 RES-CHIP 10K 5% 1/10W 
983 N RESISTOR R1043 1-216-121-11 RES-CHIP 1M 5% 1/10W 
984 N RESISTOR R1044 1-216-121-11 RES-CHIP ІМ 5% 1/10W 
985 N NETWORK RESISTOR RB1001 1-233-576-11 RES, CHIP NETWORK 100 
986 N NETWORK RESISTOR RB1002 1-233-576-11 RES, CHIP NETWORK 100 
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987 N NETWORK RESISTOR RB1003 1-233-576-11 RES, CHIP NETWORK 100 

988 N NETWORK RESISTOR RB1004 1-233-576-11 RES, CHIP NETWORK 100 

989 N NETWORK RESISTOR RB1005 1-233-576-11 RES, CHIP NETWORK 100 

990 N NETWORK RESISTOR RB1006 1-233-576-11 RES, CHIP NETWORK 100 

991 N NETWORK RESISTOR RB1007 1-233-576-11 RES, CHIP NETWORK 100 

992 N NETWORK RESISTOR RB1009 1-233-576-11 RES, CHIP NETWORK 100 

993 N CRYSTAL X1001 1-795-044-21 VIBRATOR, CRYSTAL (16.9344 MHz) 
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